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INTRODUCTION. 


The object of this text is to develop, in logical order, 
the more important numerical relations existing among 
the principal quantities employed in electricity and 
magnetism. No attempt is made to present any 
physical theory as to the ultimate nature of elec- 
tricity and magnetism or any mechanism by which 
electric and magnetic changes take place. The rela- 
tions are developed from definitions and elementary 
laws which are purposely stated in language free from 
the terms and conventions of any particular physical 
theory. Only those relations which are fundamental 
to the design of the various machines and instruments 
used in engineering practice are developed. 

It is intended that this text be used in conjunction 
with lecture demonstrations involving three types of 
experiments, Viz.: 

1. Those presenting elementary phenomena or inde- 
pendent experimental laws upon which the 
propositions depend. 

2. Verification of the principal propositions derived. 

3. Illustrations of the more important applications. 

Problems are given to illustrate the use of formule 
and to fix in the mind of the student, the conditions to 
‘which they apply. A knowledge of mechanics and 
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trigonometry should precede but analytic geometry 
and calculus may accompany the study of this course. 
No attempt is made to furnish the descriptive 
matter usually presented in such a course. The prin- 
cipal equations are numbered for convenience of 
reference. 
R. H. Hoven, 


Wa ter M. Born. 
PHILADELPHIA, 
June, 1912. 
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CHAPTER I. 
MAGNETISM. 


The characteristic property of magnetite is its 
property of exerting a force on small pieces of iron. 
If by any process a body can be made to acquire this 
characteristic property of magnetite, it is said to be 
magnetized. The process is called magnetization, and 
the force is called a magnetic force. Effects essentially 
like the characteristic property of magnetite are called 
magnetic effects. Magnetism is defined as the cause of 
magnetic effects. Assuming the quantity of the cause 
to be proportional to the quantity of the effect, quan- 
tity of magnetism of a magnetized body may be defined 
as that property of the body which is directly propor- 
tional to the force it exerts upon a second magnetized 
body, all other things being kept equal. It is repre- 
sented by the symbol m. 

Poles.—If a magnetized body is suspended free to 
rotate about a vertical axis, it comes to rest in a 
definite position. The north-seeking end is called the 
north pole or positive pole, and the south-seeking end is 
called the south pole or negative pole. Experimentally* 
it is found that like poles repel each other and unlike 
poles attract each other; therefore a magnetized body 


*Master Peter de Maricourt (Petrus Peregrinus), 1269 A.D. 
‘2 1 
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‘ 


is said to be polarized. The term “pole-strength”’ is 
synonymous with the phrase “ the quantity of magnet- 
ism of a pole.” 

From this definition it follows that : 

1. One pole is equal to a second pole if, under the 
same conditions, it exerts the same force upon a third 
pole. 

2. One pole is a certain multiple of another pole if, 
under the same conditions, it exerts that multiple of 
the force upon a third pole. 

3. The force exerted between two poles is directly 
proportional to the product of their pole-strengths, 
all other things being kept equal. 


fi«<m-m' 


Law of Inverse Squares. — Experimentally it is 
found that the force exerted between two poles is 
in the direction of the straight line joining the poles 
and varies inversely as the square of the distance 
between them, provided the distance is so great that 
the poles may be considered as point sources and all 
other things remain the same. 


BAe 

Permeability. Experimentally it is found that the 
force exerted between two poles at the same distance, 
is different for different media. Therefore the force 
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exerted between two poles depends upon some prop- 
erty of the medium in which they are placed. That 
property of the medium to which the force is inversely 
proportional, other things being kept equal, is called 
the permeability. It is represented by the symbol u. 


1 
fa 


Coulomb’s Law for Magnetic Poles.—Collecting 
these separate statements: 


1 m-m’ 
f=k- cam 
In which m = strength of one pole. 


, 


m’ = strength of the other pole. 
r = distance between the poles. 
= force exerted between the poles. 
= permeability of the medium surround- 
ing the poles. 


k 


constant of proportionality. 


I 


The unit of pole-strength is called the electro-magnetic 
unit of pole-strength if the unit of permeability is that 
of air; the unit of length, the centimeter; the unit of 
force, the dyne; and the constant, k, is equal to one. 
In electro-magnetic units (e.m.u.) Coulomb’s law for 
point sources may be stated as follows: 

mm’ 

yp? 


( foe 
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As an illustration, unit pole, in the electro-magnetic 
system, is a pole of such strength that it exerts a 
force of one dyne on an equal Pole placed at a distance 
of one centimeter in air. 

If m and m’ are of the same sign their product is 
positive and they repel each other; if they are of 
opposite sign their product is negative and they 
attract each other. 

Magnetic Field.—The region about a magnetic pole, 
considered with reference to the force exerted by this 
pole upon another magnetic pole, is called a magnetic 
field. The region about one or more magnetic poles, 
considered with reference to the forces they exert 
upon a pole, is called the field due to these poles. 
Intensity of the magnetic field, at a point, is defined as 
the ratio of the force exerted upon a pole, placed at that 
point, to its pole strength; provided the pole is so 
small as to leave the field unaltered at all finite dis- 
tances. It is represented by the symbol &#. 


(2) ape 


m 


In which m’ = pole-strength of the pole placed at the 


point. 
f = force exerted upon the pole. 
H = intensity of the field at that point. 


The term “field” is commonly used for “intensity of 


field.” The unit of intensity of field is called the 
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electro-magnetic unit of intensity, if the unit of force 
is the dyne and the unit of pole-strength is the electro- 
magnetic unit of pole-strength. 

Solving the equation (2) simultaneously with 
Coulomb’s law (1), the expression for the field due to a 
single pole, m, at a distance r, is: 


(3) H = > From (1) and (2). 


H is a vector having the same direction as r._ If m is 
positive the direction of is from m; if m is negative 
the direction of # is toward m. e# may be resolved 
into components along X, Y, and Z axes. 


(4) H, = Heosa 
(5) H, = H cos B 
(6) H, = Hcos y 


In which cos a, cos 8 and cos y are the direction cosines 
of A. 


(7) H= VHP + HP + H? 


Resultant Field.—The resultant field, at any point, 
due to n poles is the vector sum of the n separate 
intensities. If the poles are numbered from 1 to n, 
the intensity: 


1 Mk 
(8) Hy, am: bs re 


represents the intensity of field due to the kth pole. 
In which rz is the distance from the kth pole to the 
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point at which the intensity is to be determined. As 
k varies from 1 to n: 


1 Mk 

(9) H, = a Leh pt” C08 
1 Mg 

(10) Hy = a Ete * 008 Be 
1 Mz 

(11) RE ory soa 


In which #,, H, and H, are the X, Y, and Zo com- 
ponents of the resultant intensity %,. 


(12) H, = VHEL H+ He 
Hy 

(13) cos a = H. 
Hy 

(14) cos B = He, 

(15) | cos y = os 
H, - 


The resultant intensity due to any number of poles, 
distributed in any way, can be completely determined 
in magnitude and direction, at any point with refer- 
ence to which the poles may be considered as point 
sources. 

If the poles lie in the same plane and the resultant 
intensity is to be found at some point in that plane: 


(16) Hy = VHZ4 HP 
cos y = 
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(cd Pre cos 8 = sina 
HH. 
(18) tana = 5p From (13), (14), (17). 


If in any region the intensity of the field is every- 
where the same in magnitude and direction, the field 
in that region is said to be wniform. 

Magnetic Moment.—If a magnetized body is placed 
in a uniform field, , the force exerted upon it is: 


(19) f= Asm’ 


Experimentally we find that it may have a motion of 
rotation or a tendency to adjust itself in a definite 
direction, but it has no tendency to motion of transla- 
tion. The resultant force tending to produce transla- 
tion must therefore be equal to zero. If in a uniform 
field the force tending to produce translation is equal 
to zero, the algebraic sum of the pole-strengths must 
be equal to zero, according to equation (19). 


(20) Ym’ = 0 


From this it follows that every magnetized body has 
equal and opposite quantities of magnetism. The 
body is called a magnet. The product of the pole- 
strength times the distance between the poles is called 
magnetic moment. If the poles may be considered 
as point sources, the line passing through them is 
called the avis of the magnet. By convention, the 
direction from the negative to the positive pole is 
taken as positive. 
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(21) mL 
x catty} 
In which M = magnetic moment. 


m = pole-strength. 
1 = distance between the poles. 

Verification of Coulomb’s Law.—Since every propo- 
sition in magnetism and electro-magnetism is based 
directly or indirectly on Coulomb’s law for magnetic 
poles, a rigorous experimental test should be given. 
Four propositions are necessary for this purpose: 

The expression for the moment of force exerted 
upon a magnet. 

The principle of the magnetometer. 

The expressions for Gauss’ two positions. 


Moment of Force.—If a magnet is free to rotate 
about a line which is perpendicular to a uniform field 
and to the axis of the magnet, the moment of force 
producing rotation about this line may be expressed 
in terms of: the intensity of the field, the magnetic 
moment of the magnet, and the angle between the axis 
of the magnet and direction of the field. Let 6 = 
angle between the axis of the magnet and direction of 
the field. It will always be taken as positive. Let 
L = resultant moment of force toward the position of 
equilibrium. 

Let fi = force on the positive pole. 
fo = force on the negative pole. 
I, = moment of force due to fi. 
I, = moment of force due to fo. 
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A counter clockwise moment being considered as 
positive in Fig. 1. 


K 


fe 


Fia. 1 
L=—(h+h) 
= —-fired By definition. 
I, = — fo-dp By definition. 
L= fied + fods 
fi = mH From (2). 
f= — mt From (2.) 
L = m-H-(d, — d) 
d, — d,=1-sin 0 Fig. ik, 
L = m-H-l-sin 0 
M=~m-l (21) 


(22) L = M-e#-sin 0 


In this equation L is defined as the moment of force 
toward the position of equilibrium and @ is always 
taken as positive. If L were defined as the moment of 
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force from the position of equilibrium, 7. @., positive 
directions are chosen the same for both L and @: 


(23) L= —M.-cH.-sin 6 


The condition for equilibrium in equation (22) is 
that the moment must equal zero, or 


(24) 6=0 


When a magnetic needle, subject to the above condi- 
tions comes to rest, 2. e., to a condition of stable 
equilibrium, its axis lies in the direction of the resultant 


field. 


Magnetometer.—A magnetometer is an instrument 
for comparing intensities of two magnetic fields at 
right angles to each other, in terms of the angular 
deflection of a small magnetic needle. One of the 
intensities is usually the horizontal component of the 
earth’s field, represented in Fig. 2, by #.. The second 


| 
| 
a 


Fira. 2. 


field is called the “cross field”? and is represented by 
H,,. Hp represents the direction and magnitude of the 
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resultant field. 6,, is the angular deflection of the 
needle. 


Hr 
(25) tan On = x, (From Fig. 2.) 
Gauss’ Positions.—(a) Intensity of field at a point 
in the axis of a magnet. 


Let. P, Fig. 3, be a point in the axis of a magnet. 


Hy = field at P, due to the north pole. 
HAH, = field at P, due to the south pole. 
A, = resultant field. 
d = distance from the middle point of the 
magnet to the point P. 
Let / = distance between the poles. 


Ree eee nF 
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Dividing numerator and denominator by d: 


_ 2ml 
(27) H, = sory 
If 
[2 
AP 0 
M=nml 
2M 
(8) He 


(b) Intensity of field in the median plane of a magnet. 
Let P be a point, in the median plane of a magnet, at 
which the intensity is to be found. 
r = distance from either pole to the point P. 
H, = resultant field at P . 


igre Ge 
Resolve #y and Hs into components parallel to the 
plane and components perpendicular to the plane, at 
the point P. If the X axis is chosen parallel to the 
plane: 


m ad 
sie ora he 
(29) Hy = 0 
m I —m | 
H, r ” Op 2 Op 
mt 
(30) ess Ht = —- 
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(31) ty =I — ay 
+ 
(32) eas z\y From (16), (29), (31). 
(@+4) 


&- ---4 ---4 
+ -—--]|n 
| 
| 
| 
| 
' 

a “ 

| ! 
/ 

| ! 

eer 

| ae 
n 

| 

| 

1 

| 

1 V3e 

‘3s 


Fia. 4. 
mil 

(33) Hp =] ro 

[2 
If 4 = () 

M 

(34) Hp = PB From (21) and (88). 
Dividing equation (28) by equation (34): 
(85) ie 2 

Hp 


If the magnet is placed successively in these two 
’ positions with reference to the needle of a magnetom- 
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eter, so that the distance, d, is large compared with 
the length of the magnet, we have, from the principle 


of the magnetometer: 
pana yt, 


Ke 
S N 
Pear ee ee 
F 
oe eed ens 
Fic. 5 
H, ; : 
(36) op = tan 60 (25) and Fig. 5. 
yf Hy . 
(37) ay = tan 4, (25) and Fig. 6. 
H, tan 0, 
From (36) and (37), Pp ee 
Thus by experiment it is found that: 
tandas < 
(39) tan 6, — 
Verification.— 
1 
fae “> By hypothesis (1). 
H = f By definiti 
ae. y definition (2). 
eee 
h= 7 P 
Hy 
Sai ee, By deduction (35). 
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H, = 2 By experiment (39). 


In the same way every other deduction made from 
Coulomb’s law can be verified within the limits of 
experimental error. 


within the limits of experimental error. 


Horizontal Component of the Earth’s Field.—The 
horizontal component of the earth’s field is determined 
by means of the magnetic pendulum and the magnet- 
ometer. If a magnet of moment, M, is suspended in the 
earth’s field, free to rotate about a vertical axis, the 
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moment of the force toward the position of equilibrium 
is expressed by: 
L= M#, sin 0 (22) 


The instrument is called a magnetic pendulum. If the 
force toward the position of equilibrium of a body is 
directly proportional to the distance from that posi- 
tion, the body executes simple harmonic motion. 
From elementary mechanics we have : 


(40) T= 25 ee 


In which 7 = period of the pendulum. 
d = distance from the position of equilib- 
rium. 
a = linear acceleration from the position of 
equilibrium. 
In the magnetic pendulum, Fig. 7. 
§ = angular displacement. 
a = angular acceleration from the position of equilib- 
rium. It is always negative. 
fp = force toward the position of equilibrium. 


(41) fp = f-sin 8 


Fig. 7. 
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For small values of @ the force toward the position of 
equilibrium is proportional to the distance from the 
position of equilibrium. .°. For small angles, the 
magnetic pendulum executes simple harmonic motion. 


=r 

= fa 
(42) (eet reas 
OL 


The moment of force toward the position of equilib- 
rium is opposed by the moment due to the moment of 
inertia of the magnet and the angular acceleration, 7. ¢., 


(43) M#, sin 0 = — Ie 
sin 6 1. 
—a MH, 
If 
sin 0 
ee if 
1. é€., 0 is small, 
oie ees) 
>) —a MH, 
(45) [= Dy \ - From (42) and (44). 
An? ] 
(46) MH, = ae 


In which T is observed and J is calculated from the 
‘mass and linear dimensions of the magnet. 
3 
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If the same magnet, having magnetic moment M, is 
placed in one of Gauss’ positions, at a large distance 
from the needle of a magnetometer which is located 
at the place formerly occupied by the magnetic 
pendulum, we have from the principle of the magnet- 
ometer: 


H. = tan 0» (37). 
M 
Hy + (34) 
(47) ee = d tan 0, 


é 


Where 6 can be observed and d measured. Divide 
equation (46) by equation (47) and extract the square 
root: 


Ar? if 3 
(48 H, = e = ) 
48) T? d tan 6, 
HH, can be determined in terms of length, mass and 


time, and the permeability of air taken as one. Such 
a determination is called an absolute determination. 


PROBLEMS. 


1. The distance between two poles, in air, is 16 cm. One is 
+ 20 e.m.u.* What must be the pole-strength of the other in 
order that the force of repulsion be 2 dynes? 

Ans. 25.6 e.m.u. of pole strength. 


* When the expression “a pole of n e.m.u.” occurs in a problem 
it is used instead of the more complicated expression ‘‘ a pole of 
nm electro-magnetic units of pole-strength.” In the same way 
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2. Four poles are arranged in a straight line at intervals of 
10 cm. If the pole-strengths are + 10, —10, + 30, and — 30 
e.m.u. respectively, what are the forces exerted by the first two 
on the second two, if the medium be air? 

Ans. 2.25 dynes attraction on + 30. 
0.42— dyne repulsion on — 30. 


3. The force between two magnetic poles is 20 dynes. If 
each pole be made 4 times its original strength, if the distance 
between them be made 5 times as great and if the medium be 
changed so that » be 10 times as great as before, what force 
does one exert on the other? Ans. 1.28 dynes. 


4. A pole of + 20 e.m.u. is 60 cm. from one of — 80 e.m.u. 
Find a point in the line passing through the poles, where the 
intensity of field is zero. 

Ans. 60 cm. from + 20 away from — 80, 


5. Positive poles of 10, 20, 30, 40, 50, and 60 e.m.u. are placed 
in counter clockwise order, at the successive angles of a regular 
hexagon which is inscribed in a circle of radius 10 cm. Find 
the direction and intensity of field at the center. 

Ans. If the line joining the charge + 10 is chosen 


as X axis, 
Hy = (.30 dyne per unit pole. 
Hy = (0.30) V3 dynes per unit pole. 
H, = 0.60 dyne per unit pole. 
a — 602. 
6. A magnet 15 cm. long and having a pole-strength of 20 
e.m.u. is placed at an angle of 30° to the direction of a field the 
intensity of which is 0.20 dyne per unit pole. Find the moment 


of the couple acting on the magnet. 
Ans. 30 centimeter-dynes. 


“a field of n e.m.u.” is used instead of ‘‘a field of n electro- 
magnetic units of intensity of field,” etc. 

Note: Problems in this text have been gathered from many 
sources and no attempt can be made to assign credit to their 
authors. 
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7. A bar magnet having a length of 20 cm. and pole-strength 
4 e.m.u. is free to rotate about an axis perpendicular to the magnet 
and to the field. If it be placed at an angle of 60° with the positive 
direction of the field, what moment,of force will tend to turn the 
magnet, if the intensity of field is 0.2 dyne per unit pole? Draw 
diagram. Ans. L = 13.9 centimeter-dynes. 
8. Calculate the moment of force exerted on a bar magnet 
if the axis of the magnet makes an angle of 30° with a field of 
intensity 0.18 dyne per unit pole. The length of the magnet 
is 6 cm. and the strength of each pole is 180 e.m.u. 
Ans. 97.2 centimeter-dynes. 


9. Find a reference on the subject of terrestrial magnetism 
and write a paper, considering the following topics: 
The earth as a magnet; 
Horizontal component %.; 
Vertical component %,; 
Resultant field Hr = VH2 + H,?; 
Dip 6 = tan 55 
Declination; 
Diurnal, annual, and secular variations; 
Magnetic chart. 


10. Given a magnet of magnetic moment 120 e.m.u. and 10cm. 
long. Find the intensity of field 16 em. from the middle, along 
the axis of the magnet. Ans. .0719 dyne per unit pole. 


11. Two magnets 10 cm. long, of equal pole-strengths, are 
placed with their axes in the same straight line and opposite 
poles facing each other. If the distance between their centers 
is 30 cm. what is the intensity of field midway between the two? 

Ans. 3m/200 dynes per unit pole. 


12. Calculate the intensity of field at a point 40 cm. from the 
center, along the axis of a magnet, 6 cm. long and of pole-strength 
160 e.m.u. Find the rotational moment exerted on a very short 
magnet of moment 20 e.m.u. placed at this point with its axis 
inclined at 30° to that of the larger magnet. 

Ans. .0304 dyne per unit pole. 
0.304 centimeter-dyne. 
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13. A magnet 20 em. long and of pole-strength 9 e.m.u. forms 
one side of an equilateral triangle. Find the direction and 
intensity of field at the opposite vertex. 

(2) A magnet of pole-strength 2 e.m.u. and 1 em. long is 
placed with its center at the opposite vertex, and its + pole 
pointing toward the + pole of the larger magnet. Find the 
teoment of force on the small magnetic needle. 

Ans. .0225 dyne per unit pole. 
.0389 centimeter-dyne. 


14. Find the intensity of field at a point 14 cm. from the center 
in the median plane of a magnet which is 6 cm. long and of pole- 
strength 160 e.m.u. Calculate the force on a pole of + 80 e.m.u. 
if placed at this point. 

Ans. 0.326 dyne per unit pole. 
26.1— dynes. 


15. What error is involved in using the approximate formula 
to determine the intensity of field due to a magnet 20 cm. long, 
at a point on the median plane, 80 cm. from a magnet? 

Ans. The approximate formula gives a result 
2.3 per cent. larger than it should be. 


16. A magnetometer needle is placed, free to rotate about a 
vertical axis, in the earth’s field of horizontal intensity 0.2 dyne 
per unit pole. In the same magnetic meridian and in the same 
horizontal plane a magnet of moment 1600 e.m.u. is placed at 
right angles to the field, at a distance 80 cm. from the magnet- 
ometer needle. Find the deflection of the needle. 

Ans. log tan 6 = 8.194 — 10. 
he Tyrie 

17. By hanging a magnet of moment M in the earth’s field 
H,, and observing the period of oscillation, the value of Mc#, is 
calculated to be 70 e.m.u. Find the strength of the earth’s field 
if this magnet (length 5 cm.) deflects a compass needle 1° 57’ 
from the magnetic meridian when it is placed 50 cm. magnetically 
east of the needle (tan 1° 57’ = .035). 

Ans. 0.178 + dyne per unit pole. 

18. A magnet of moment 225 e.m.u. and moment of inertia 
102 g.cm?. is suspended in the earth’s field %,, and is found to 
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execute 25 complete vibrations in 4 min. and 3 sec. What is the 
horizontal intensity of the earth’s field? 
Ans. 0.19— dyne per unit pole. 


19. A short bar magnet of large magnetic moment is placed 
with its axis horizontal but pointing southward. The horizontal 
component of the earth’s field is 0.16 dyne per unit pole. At a 
comparatively large distance, 50 cm., horizontally north of the 
magnet the horizontal component of the resultant field is found 
to be equal to zero. What is the horizontal component of the 
resultant field at a distance of 100 cm. east from the magnet? 


—— — — —50 em. — — — — 3 


Let #, = horizontal component of the earth’s field. 
A, = intensity of field due to the magnet. 


d = distance from the magnet to the point. 
M = magnetic moments of the magnet. 
Ae — Ht, = 0 
2M 
hea 
2M 
0.16 = (50)8 


M = (0.5) (0.16) (50) 


ees eee 
= 


H= H, + H, From figure. 
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oH =% (34) 
_ (0.08) (50) 
P ~~ (100)8 


HAH = 0.16 + 0.01 
H = 0.17 dyne per unit pole. 


CHAPTER II. 
MAGNETIC INDUCTION.* 


The product of the permeability times the intensity, 
of a magnetic field, at a point is called the magnetic 
induction at that point. It is represented by the 


symbol B. 
(50) B= whl 
In which # = intensity of field at the point in the 


medium. 
uw = permeability of the medium. 
8 = magnetic induction at the point. 


The induction is a vector quantity having the same 
direction as the intensity and differing from it in 
magnitude if the permeability is not that of air. 

The induction due to a single pole, m, is: 

Le 

(51) ars From (8) and (50). 

8 may also be resolved into components along XY, Y 
and Z axes. See equations (4) to (18). 


(52) Br = pe H, 
(53) Bb: = ee -cosaz From (52) and (9). 


*Students who are interested in theories of electricity and 
magnetism will find excellent discussions in College Physics, by 
J. O. Reed and K. E. Guthe. The Macmillan Co. 
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Similar expressions give the values for the Y and the 
Z components. The induction due to a number of 
magnetic poles is independent of the permeability and 
depends only upon the magnitude and distribution 
of the poles. 


Continuity of Induction.—Let abe, Fig. 8, be a 
surface separating two media. 


Let 7, m2, m3, m4 be poles in the media. 
Let 4, = permeability of medium I. 
M2 = permeability of medium II. 
Let P; and P, be points infinitesimally near one an- 
other, butin the media I and II respectively. 
Let 6; and & be the induction at the points P; and P» 
respectively. 
Let A, and H, be the intensities of field at P; and P, 
respectively. 
k = the subscript number of the pole. 
rx = the distance from the pole k to the point Py. 
om = the angle between “; and ra. 
if 2 My 


oa oes e 


A, = 


1 n 
Sie — i ee “COS ain 
M2 p=1TR 
If there are no poles between P; and P2, and if P; 
approaches P»2; 


Th = Te 
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Also 
Akl = Ake 
-m, 
m, Qo 
‘a 
I Il 
rs 
E S 
“am, 
m, 
Oo 
Fia. 8. 
(54) pr A, = phy 
(55) vo (Ot = Ge From (54) and (50). 


In going through a surface separating media of dif- 
ferent permeabilities, the induction due to all magnet- 
ism except that infinitesimally near the point of 
transit is continuous. 

Induction through an element of surface is defined 
as the product of the normal component of the induc- 
tion times the area of the element. It is represented 
by the symbol, ¢. 

(56) g = S:B-cosa 


In which a 


angle between 6 and the normal to the 
surface. 

S = an element of surface so small that 6 

and a are constant. 
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The total normal induction or total flux through a 
surface, is defined as the summation of the normal 
induction over the elements of which the surface is 
composed. It is represented by the symbol, ®. 


(57) P= So 
(58) @ = YB-S-cosa From (56) and (57). 


® is a scalar quantity. It is independent of the 
permeability and depends upon the quantity and 
distribution of the magnetism. 

Gauss’ Theorem.—(a) Poles Inside a Closed Surface. 
Let abc, Fig. 9, represent the projection of any com- 
pletely closed surface on a plane. 


Let m =a pole at any point within the closed 
surface. 

P = any point on the surface. 

Let S be an element of surface, at P, cut out by a 
solid angle with apex at m. 
Let 7, = distance from m, to P. 
PQ = normal to S. 

a, = angle between the positive direction of the 
induction, 6, and the positive direction 
of the normal, PQ. The positive direc- 
tion of the normal is, by convention, 
taken outward. 

gi = 8-B1-cos a (56) 


Cpa 8.) -c0s a, From (56) and (51). 
1 
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Let S’ be an element of surface cut out, on a sphere 
of radius 7, by the same solid angle as the element S. 
(See appendix on solid angles.) 


Fia. 9. 


S’ = Scosa, For elements of surface. 


Let S’’ be an element of surface, cut out on a unit 
sphere with center m, by the same solid angle as S 


and 8S’. 


S’ 
Ss ri 
gi = mS” 
essai (57) 
& = m28”" 
For a unit sphere 
DS” = 4r 
(59) Sb = 4rm 


The total normal induction, over a closed surface, due 
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to a single pole m, is equal to 4m times the pole- 


strength. 
Let 
$= G++ 6;+ ---d 
In which 
d, = Arm 
Po = 4rme 
eve: 
& = 4r(m + m + m3 + --+ mn) 
(60) © = 4rm 
In which m = the algebraic sum of the poles enclosed 
by the surface. 
@ = the total normal induction over the 


surface. 


The total normal induction over any closed surface, 
due to any number of poles inside, is equal to 47 times 
the algebraic sum of the quantities of magnetism 
enclosed. 

(b) Poles Outside the Closed Surface.—Let m, be 
any pole at a point outside the closed surface. A 
solid angle will intercept the closed surface at S; and 
S. (Fig. 10) or some even number of elements of sur- 
face. For each solid angle there will therefore be two 
elements of surface, S; and So. 

Let ¢’ be the induction through these two elements. 


yg = S1-B1 cos a + S5 + B2+ COS ae (56) 
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Proceeding as before, 


Si: B1-cos a, = — mS” 


So+B2- Cos oO = mS” 


(61) . g =0 
: Zo = 0 
(62) Sia P08, 


The total normal induction due to any pole on the 
outside is equal to zero. .*. The total normal induc- 
tion over any closed surface is equal to 47 times the 


Fic. 10. 


algebraic sum of the poles on the inside and is inde- 
pendent of the magnitude and distribution of the 
poles on the outside. 


Application of Gauss’ Theorem.—In the application 
of Gauss’ theorem to the demonstration of other 
propositions an imaginary closed surface is chosen in 
such a manner that part of the surface is parallel to 
the direction of the induction and part is perpendicular 
to it. The total normal induction will be. 


(63) b= + & From (57). 
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In which 4, is the normal induction over that part of 
the surface which is parallel to the direction of the 
induction. 

(64) d, = 0 From (58). 


In (63), 4: is the normal induction over that part of 
the surface, which is normal to the induction. 

(65) &, = LBS From (58). 
(66) .. & = DBS From (63), (64), (65) 


If the induction is constant over that part of the 
surface to which it is normal, we may let: 


T= 
In which S is the entire surface, normal to the induc- 
tion. 
(67) = 6-8 


Variation of Induction through an Element of a 
-Magnetized Surface.—Let abc, Fig. 11, represent a 
surface between two media, I and II, having per- 
meabilities y, and po. Let P; and P; be two points 
in the media, on opposite sides of the surface and 
infinitesimally near it. 

Imagine an elementary closed surface lying partly 
in medium I and partly in medium II. Let S be the 
element of the surface abc, lying within the imaginary 
closed surface. Let 6:’’ and :”’ be the inductions 
at P; and P, respectively, due to the magnetism on the 
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element, S. Imagine the elementary closed surface 
of such a form that part of it lies directly in the direc- 
tion of the induction and part of it is perpendicular 
to the induction at P; and P,. 


Let m = quantity of magnetism on the element, S. 
J = surface density of the magnetism on S, 
7. €., the pole-strength per unit area, or 

intensity of magnetization. 


m 
8 IN 

(68) 3 

If m is positive, J is positive and the direction of the 

induction is away from the surface S. If then the 

positive direction of the X-axis is taken as the positive 

direction of the induction, 


Fig. 11. 


(69) & = — B'S, + Bo’’Se From (66). 
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In which S; and 8, are those parts of the closed surface 
which are normal to 6;’’ and f,’’ respectively. 
= 4-7-m From (60). 
m= IS From (68). 
4-7-I-§ = — Bits Be!’Se 
As P; approaches P2, S; = S and S, = § 
(70) Bo” =e Bi” + 4eg ed 


The induction, due to the magnetism on the element 
of surface, in going through the element, changes by 
47 times the surface density of the magnetism on the 
element. The induction due to all other magnetism, 
whether on the same surface, abc, or on other magnets, 
is continuous through the surface. The normal com- 
ponents will therefore be continuous. 


Bi’ = Bo’ (55) 
For normal components: 
By’ cos ay = Be’ COs ay 


Tn which ay is the angle between the induction and the 
normal to the surface. Add and let: 


Bo’ cos ay + Be’’ = Be cos a 
Bi’ cos a, + Bi” = Bi cosa 
(71) B, cosa = B cosa+ 4-r-d 


_In which a is the angle between the resultant induction 
4 
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and the normal to the surface. If the resultant in- 
duction is normal to the surface: 


cosa = 1 
(72) Bo = B+ 4-a-d 
PROBLEMS. 


20. What is the total flux from a pole of 150 e.m.u.? 
Ans. 600 7 e.m.u. of flux. 


21. What is the total flux from a unit pole? 
Ans. 4 7 e.m.u. of flux. 
22. A magnetic pole of 50 e.m.u. is immersed in an atmosphere 
of permeability 0.99 times that of air. A sphere of 10 cm. 
radius has its center at the pole. Find the total flux through the 
surface of the sphere. Also find the induction and the intensity 
of field at the surface of the sphere. 
Ans. Total flux = 200 7 e.m.u. of flux. 
Intensity = 0.505 dyne per unit pole. 
Induction = 0.5 e.m.u. of induction. 


23. Magnetic poles of +10, —10, +80, and —30 are placed 
in succession at the corners of a square 10 cm. on each side. A 
sphere of radius 11 cm. is placed with its center at the pole +10. 
What is the total normal induction over the sphere; due to all 
the poles; due to each pole if taken alone? 

Ans. For all, —120 7 e.m.u. of flux. 
For +10, 40 7 e.m.u. of flux. 
For —10, —40 7 e.m.u. of flux. 
For +30, 0 e.m.u. of flux. 
For —30, —120 7 e.m.u. of flux. 

24. A bar magnet is uniformly magnetized at its ends. If its 
cross-section is a rectangle of 0.5 cm. X 2.5 cm., and the poles 
are of 625 e.m.u. of pole-strength, what is the intensity of mag- 
netization? Ans. 500 e.m.u. of pole-strength per sq. cm. 

25. A bar magnet 1 sq. cm. in cross-section and 40 cm. long 
is uniformly magnetized at its ends to 200 e.m.u. of pole-strength 
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per sq. cm. of cross-section. What is the induction at one pole 
due to the other pole? What is the difference between the in- 
duction just outside one pole and just “inside ”’ the same pole? 
Ans. 0.125 e.m.u. of induction. 

8007 e.m.u. of induction, 


26. A bar magnet 50 cm. long has a square cross-section of 
44 cm. side. It is uniformly magnetized at its ends to pole- 
strengths of 100 e.m.u. What is the magnetic induction along 
the axis at a distance of 25 cm. from the end? What is the 
induction at the middle point of the magnet? 

Ans. 0.143 e.m.u. of induction. 
0.320 e.m.u. of induction 


27. Two bar magnets 10 cm. long, of comparatively smal] 
cross-section, and pole strengths of 5 and 6 e.m.u. respectively, 
are placed with their axes parallel. The distance between their 
centers measured perpendicular to their axes is 20 cm., and 
their positive poles point in opposite directions. What is the 
magnetic induction at a point half way between the positive poles? 

The induction at O due to —50 is from Oto D. Its magnitude 
is: 


50 
Bi OD’ (51) 
The induction at O due to +50 is from Oto B. Its magnitude is: 
50 
aoe 
The induction at O due to +60 is from O toC. Its magnitude is: 
60 
amor 
The induction at O due to —60isfromO to A. Its magnitude is: 
60 
Non 


From the figure: 
OD =0C = 0B =OA 
OB? = 5? + 10? From the right triangle. 
OB = (125)12 
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Taking X components: 


Bx = B: COS a + Bz COS a2 + B3 COS a3 + 4 COS O% (53) 


Vie 
+50 1-50 
\ / 
Wf 


Q 


ES SS es SSS SS SS 
' 
' 
& 


A 
COS a2 = + cos ay From the figure. 
COS a3 = — COS Qa, 
COS a4 = — COS a4 
pee 00a ee 00s Ar 00 en Ome 
SRNR ee LOB en eet) oar ee Oe 
or (125)? 
Re ee nhs we 
= 125° (125):2 125 ° (125)i2 


Bx = 0.357 — 0.429 
“. Bx = — 0.072 e.m.u. of induction. 
Taking Y components: 


By = 6: sin a; + Bo sin a2 + B3 sin as + By Sin ay 
sin a, = — sin ay; From the figure. 
sina; = — sina, 
sin a, = + sin ay; 
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ee ere S00 ee 60 re FOAL 
By = 125 sin ay + 125 oe ator * sin ay; — yop Sina 
By =0 
Br = (Bx? + By’)? Similar to (16). 


Br = .072 e.m.u. of induction irrespective of the medium 
which surrounds the magnets. 


By 


= tana Similar to (18) 
Bx 


eo 
— .072 
a = 180° 


tana = 


CHAPTER III. 
ELECTROSTATICS. 


The characteristic property of amber or electron is 
its property of exerting a force on small particles when 
it is rubbed. If by any process a body is made to 
acquire this characteristic property of electron, it is 
said to be electrified or charged. The process is called 
electrification and the force is ealled an electrostatic 
force. Effects essentially like the characteristic prop- 
erty of electron are called electrical effects. Electricity 
is defined as the cause of electrical effects. Assuming 
the quantity of the cause to be proportional to the 
quantity of the effect, the quantity of electricity of an 
electrified body may be defined as that property of 
the body which is directly proportional to the force 
it exerts on a second electrified body, all other things 
being kept equal. It is represented by the symbol 
q. The term “charge” is synonymous with the term 
“quantity of electricity.” 


Electroscope.—An electroscope is a device for show- 
ing the presence of an electric charge. A simple form 
of electroscope consists of a pith-ball covered with 
gold-leaf and suspended by a silk fiber. A body which 
indicates no charge is said to be uncharged. A glass 
rod, when rubbed with silk, is found, by the electro- 
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scope, to be charged. It repels a second glass rod 
charged by the same method. A rod of hard rubber, 
if rubbed with cat’s-fur, is found, by the electroscope, 
to be charged. It repels a second rod of hard rubber 
charged by the same method, but attracts a glass rod 
charged as above. Therefore there are two kinds of 
charges. The charge on the hard rubber, by conven- 
tion, is called a negative charge and the charge on the 
glass is called positive charge. 


Du Fay’s Law.—About the year 1734, du Fay dis- 
covered that there were two kinds of electrification. 
He also formulated the law that like charges repel 
each other and unlike charges attract each other. 

From the definition of quantity of electricity or 
quantity of charge, it follows that: 

1. One charge is equal to a second charge if, under 
the same conditions, it exerts the same force upon a 
third charge. 

-2. One charge is a-certain multiple of another charge 
if, under the same conditions, it exerts that multiple 
of the force upon a third charge. 

3. The force exerted between two charges is directly 
proportional to the product of the charges, all other 
things being kept equal. 


faq? 


Law of Inverse Squares. — Experimentally it is 
found that the force exerted between two charges is 
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in the direction of the straight line joining the two 
charges and varies inversely as the square of the 
distance between them, provided the distance is so 
great that the charges may be considered as point 
sources and all other things remain the same. ; 


fas, 

Specific Inductive Capacity.—Experimentally it is 
found that the force exerted between two charges at 
the same distance is different for different media. 
Therefore the force exerted between two charges 
depends upon some property of the medium in which 
they are placed. That property of the medium to 
which the force is inversely proportional, other things 
being kept equal, is called the specific inductive capacity 
of the medium. It is represented by the symbol x. 


1 
(ee 


Coulomb’s Law for Electrostatic Charges.—Collect- 
ing these separate statements: 


MIE) 
f ait ica he 
In which g = magnitude of one charge. 
q’ = magnitude of the other charge. 
r = distance between the two charges. 


ELECTROSTATICS. 41 


k = specific inductive capacity of the me- 
dium surrounding the charges. 
k = constant of proportionality. 


The unit of quantity is called the electrostatic unit of 
quantity if the unit of specific inductive capacity is 
that of air; the unit of length, the centimeter; the unit 
of force, the dyne; and the constant, k, is equal to one. 
In electrostatic units (e.s.u.) Coulomb’s law for point 
sources may be stated as follows: 


(100) pot. 


As an illustration, unit quantity, in the electrostatic 
system, is a charge of such magnitude that it exerts a 
force of one dyne on an equal charge placed at a 
distance of one centimeter in air. 

If q and q’ are of the same sign their product is posi- 
tive and they repel each other; if they are of opposite 
sign their product is negative and they attract each 
other. 


Electrostatic Field.—The region about an electric 
charge considered with reference to the force exerted 
by this charge upon another electrostatic charge, is 
called an electrostatic field. 'The region about one or 
more charges considered with reference to the force 
they exert upon a charge, is called the field due to 
these charges. Intensity of the electrostatic field at a 
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point is defined as the ratio of the force exerted upon 
a charge, placed at that point, to the magnitude of 
that charge; provided the charge is so small as to 
leave the field unaltered at all finite distances. It is 
represented by the symbol / 


ee, 
(101) To ( 


In which q’ = charge placed at the point. 
f = force exerted on that charge. 
F = intensity of field. 


The term “field” is commonly used for “intensity of 
field.” The unit of intensity of field is called the 
electrostatic unit of intensity if the unit of force is the 
dyne and the unit of charge is the electrostatic unit 
of charge. 

Solving the equation above (101) simultaneously 
with Coulomb’s law for electrostatic charges (100) the 
expression for the field due to a single charge, q, at a 
distance, r, is: 


1 
(102) F=-. = From (101) and (100). 
F is a vector having the same direction as r. If q is 
positive the direction of ¥ is from q; if ¢ is negative 


the direction of Fis toward g. # may be resolved into 
components along XY, Y and Z axes. 


(103) F, = Foosa 
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(104) Fa oo 8 
(105) F, = Foosy 


In which cosa, cos8 and cosy are the direction 
cosines of Ff, 


(106) FaV FP + F749} 


Resultant Field.—The resultant field, at any point, 
due to n charges is the vector sum of the n separate 
intensities. If the charges are numbered from 1 to n, 
the intensity: 


(107) Ree 


As k varies from 1 to n: 


oP 

(108) I= Deka COS ay 
IWNq 

(109) F, = — D008 Bx 
K p=1T 
1oq 

(110) oe, = aoe 5 COS Yk 


In which &,, F, and F, are the X, Y and Z com- 
ponents of the resultant intensity F,. 


(111) F,=VEGZ+ FP + F 
F, 

(112) Cosa = 
F, 

(113) cos B = F, 
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(114) cos y = 


The resultant intensity due to any number of charges, 
distributed in any way, can be completely determined 
in magnitude and direction, at any point with reference 
to which the charges may be considered as point 
sources. 

If the n charges lie in the same plane and the result- 
ant intensity is to be found at some point in that plane: 


(115) F,=VF2Z+4 FP 
cos y = 0 
T 
atB=>5 
(116) “. cos 8 = sing 
(117) .. tana = a From Gil2), dis}, Gio). 


If in any region the intensity of field is everywhere 
the same in magnitude and direction, the field in that 
region is said to be uniform. 


Electrification.—That the process of electrification 
consists of a separation of charges equal in magnitude 
and opposite in sign, may be shown by means of a 
rod of hard rubber, a flannel cap, and an electroscope. 
(This experiment is due to Faraday.) Test the rod 
and the cap separately by the electroscope and see 
that they are uncharged. Rub the rod with the cap 
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and, without removing the cap, test again. No charge 
will be indicated by the electroscope. Remove the 
cap and test each separately. They will be found 
to be charged oppositely. If the cap is replaced on 
the rod the electroscope will indicate no charge, show- 
ing that the charges are equal. In a similar way, 
wherever the process can be traced, every electrifica- 
tion consists of a separation of equal and opposite 
charges. From the above experiment we infer that 
each of the uncharged bodies, before rubbing, is un- 
charged in the same sense as the two bodies together 
after rubbing; or, that in an uncharged body there is 
an indefinite quantity of electricity of both kinds, 
equal in magnitude and similar in distribution. 


Conductors and Non-conductors.—Substances were 
first classified by Gilbert, as electrics and non-electrics 
but it was later discovered that if one of the so-called 
electrics was supported by an electric, it also could 
be electrified. The essential difference is that the 
electrification, in the case of the electric, remains 
local whereas in the case of the non-electric it appears 
in all parts. A better classification is “non-conduc- 
tors and conductors.” Theoretically a conductor is 
a substance that offers no static resistance to the 
distribution of the charge, or, when the charge is in 
equilibrium, the only forces opposing the resultant 
electric forces are those due to the non-conducting 
material surrounding it. 
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Conductors. 


Metals, 

Most liquids, 

Earth, 

Human body, 
etc. 


MAGNETISM. 


Non-conductors. 
Air, ‘ 
Amber, 
Glass, 
Porcelain, 
Hard rubber, 
Silk, 
Sealing wax, 
Shellac, 
Dry wood, 

ec: 


Charging by Induction.—If an uncharged conductor, 


composed of two parts, is placed in an electrostatic 
field (Fig. 12) and the connecting wire is broken while 


Gms @ 


Biegw 2: 


in the field, it will be found on testing, that the part 
No. 1, in the, positive direction of the field, will be 


charged positively and No. 2 negatively. 


If the two 


parts are then brought in contact and tested by an 
electroscope, the combination indicates no charge. 
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The algebraic sum of the charges must therefore be 
equal to zero. 

In charging by induction equal quantities of positive 
and negative electricity are separated. These are 
called induced charges. Since the conducting material 
offers no static resistance to the distribution of the 
charge, the separation takes place until at every point 
inside the conducting material the resultant intensity 
of field is equal to zero, 7. ¢., the field due to the induced 
or separated charges is equal and opposite to the 
inducing field. 

From the preceding discussion it follows that: 

1. On conducting material, a charge in equilibrium 
will be distributed upon the surface. 

2. The intensity of the field inside the conducting 
material will be everywhere equal to zero. 


Hie: 13; 


3. On the outside, just at the surface of the con- 
ductor, the direction of the resultant intensity will be 
normal to the surface. 

Gold-leaf Electroscope.—This form of electroscope 


48 ELECTRICITY AND MAGNETISM, 


consists essentially of two gold leaves suspended side 
by side from a conductor supported by a non-conduct- 
ing container. It may be charged by induction, by 
the following process: 

First, touch the disk with the finger. See No. 1, 
Fig. 14. The leaves, the hand and the earth form one 
conductor. 

Second, while touching it bring a charged body near. 
No. 2, Fig. 14. 

Third, while the rod is held near, remove the finger, 
thus breaking the conductor into two parts. No. 3, 


Fig. 14. 
4 + 
#1 # 2 #3 #4 
AS We 
13 — T* 2 
HES 6 #7 


Fia. 14. 
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Fourth, remove the rod. The charge on the electro- 
scope readjusts itself and the leaves repel each other. 
No. 4, Fig. 14. If a positively charged body is 
brought near the positively charged electroscope the 
leaves merely diverge farther. No. 5, Fig. 14. Ifa 
negatively charged body is brought near the positively 
charged electroscope the leaves first collapse. No. 6, 
Fig. 14. The positive charge is attracted to the disk 
and the leaves gradually come nearer together. Ata 
definite position of the rod all the excess charge is 
attracted to the disk and the leaves hang together. 
If the negatively charged rod is brought nearer, an 
excess of negative is repelled to the leaves and they 
again diverge. No. 7, Fig. 14. 

Difference of Potential.—If a charge, q’, is placed in 
an electrostatic field there will be a force, f, exerted 
upon the charge. 

f= Fy (101) 
If the charge is moved from one point to another in 
the field work will be done. The ratio of the work 
done in moving a charge from one point to another, 
to the magnitude of the charge, is called the difference 
of potential between the two points, provided the 
charge moved, q, is so small as to leave the distribution 
of the field unaltered at all finite distances. Difference 
of potential is represented by the symbol e. 

cae 

(118) C= q 
5 
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From mechanics 


w= —fscosa 
In which w = work done. 
f = force. 
$s = distance. 
a = angle between the positive direction of 
f and s. 


The distance s must be so short that f and a have 
everywhere the same magnitude. Divide the last 
equation by q’ and combine with (118) and (101): 


(119) e= — Fscosa 
If 
aig his 
Shee 
 cooa= 0 
(120) Spal 


.”. In moving in a surface everywhere perpendicular to 
the direction of the intensity no work is done. Sucha 
surface is called an equi-potential surface. From this 
and the property of a charged conductor it follows 
that the surface of a conductor is an equi-potential 
surface. In going from any point on one equi-poten- 
tial surface to any point on a second, by any path, the 
work done is equal to the work done in going from one 
surface to another in the direction of the intensity. 


Potential Theorem.—The expression for the difféer- 
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ence of potential between two points in a field due to 
a single charge, q, is called the potential theorem. 


Fia. 15. 


Let g = charge producing the field. 
ro = distance from q to any point. 
r, = distance from q to any other point. 
é = difference of potential between r, and 1». 


The direction of the intensity will be radial and the 
equipotential surfaces will be concentric spherical 
surfaces about g. Divide the distance (r, — 10) into 
a large number, n, parts. 


Let 
(121) C= e+ & + 634+ +++ + en 


In which e, = difference of potential between r; and ro, 
€, = difference of potential between r. and ny; 

CLC: 
€, = difference of potential between r, and 


(gale 
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Let ¥ = average intensity of field between ro and 11, 
1. e., that intensity which, if uniform between 7 and 
r, would give the same difference of potential between 
the two points. 


é: = — Fs, cos a (119) 
(122) — s,cosa, = (1 — 7) From Fig. 15. 
As 
r=" 
: IE EC I 
es oi Oa inca 
eed 
(124) Cs Kors Cn Sie) 
From (119), (122) and (123). 
1 1 1: 
(125) a2ca(0-*) 
Similarly 
eh 
fa we (i . 2) 
etc. 
ome ra i Lo. 1 ) 
Ry a fpate oth 
Adding 


This expression is independent. of n. The value of 
m may be taken indefinitely large or the distance 
indefinitely small. 


(126) peaks 
K 
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Potential.—The potential at a point in an electro- 
static field is the ratio of the work done in bringing a 
charge from an infinite distance to the point, to the 
magnitude of that charge (provided the charge is so 
small as to leave the field unaltered at all finite 
distances). Potential is represented by the symbol V. 
It is a scalar quantity. 


As T,= © 
e= Vo From (126). 
(127) yee 
Keero 


In which g = the charge producing the field. 
ro = distance from gq to the point. 
Vo = potential at the point. 
k = specific inductive capacity of the me- 
dium surrounding the charge. 


Difference cf Potentials.—For any point 7 cm., 
from a charge q, we have: 


1 
Vi=t.- From (127). 
Koei 
For any other point, 7: 
q i 
Ve fi, K 92 
Subtracting, 
BG (in *) 
(128) V,-—V2= ; (2 5 


(129) e=Vi— V2 
ae: From (128) and (126). 
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The difference of potential between two points is equal 
to the difference of the potentials of the two points. 
If in equation (128) q > 0 andr > 4 


Viale 0 


In such a case V; is said to be “higher” than V2 instead 
of “greater” than V2. If q > 0 the intensity is away 
from g. The direction of the intensity is therefore 
‘from the “higher” to the “lower” equi-potential 


surface. 
PROBLEMS. 


28. A square measures 10 cm. onaside. Charges of +8 e.s.u., 
=a) 2 e.s.u., and — 2 e.s.u., are placed in consecutive corners, 
Find the magnitude and direction of the intensity of field at the 
fourth “ corner.” 

What would be the force acting on a charge of + 20 e.s.u., 
placed at the fourth ‘ corner.” 

Ans. 0072 dyne per unit charge. 
tan (1.5). 
1.44 dynes. 


29. An equilateral triangle is inscribed in a circle of radius 
10 em. Charges of +50 e.s.u. each are placed at two of the 
vertices and a charge of +25 e.s.u. is placed at the third vertex. 
Find the force on a charge of +20 e.s.u. placed at the center of 
the circle. Ans. 5 dynes toward the charge of 25 e.s.u. 


30. Charges of +20 and +10 e.s.u. are placed at two vertices 
of an equilateral triangle (10 cm. on a side). Find the intensity 
of field at the third vertex. If a charge of +8 e.s.u. is placed 
at the third vertex what force will act on it? 

Ans. 0.264 dyne per unit charge. 
2.112 dynes. 


31. Two positive charges of +80 e.s.u. each are at adjacent 
corners of a square of 20 cm., side, in air. Find the magnitude 
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and direction of intensity of field at a third vertex, and at the 
center. 
Ans. 0.280 dyne per unit charge. 
tan (0.261). 
0.56 dyne per unit charge. 
Parallel to a side passing through only one 
of the charges. 


32. A charged pith-ball of negligible size is fastened to a 
perfectly smooth insulating plane of slope sin“! 0.015. Directly 
up the plane at a distance of 5 cm. a pith-ball of mass 0.5 gram, 
charged with + 21 e.s.u. is just kept from sliding down. What is 
the charge on the fixed ball? Ans. +8.75 e.s.u. of charge. 


33. The difference of potential between two points 25 em. and 
50 cm. from a charge in air, is found to be 4 ergs per unit charge. 
What is the difference of potential between points 100 em. and 
200 cm. from the same charge? Ans. 1 erg per unit charge. 


34. A charge of 27 e.s.u. is surrounded by air. At a given 
point the intensity of field is 83 dynes per unit charge. What 
is the potential at this point? Ans. 9 ergs per unit charge. 


35. An equilateral triangle is inscribed in a circle of radius 
10 em. Charges of 25 e.s.u. are placed at the vertices. What 
is the intensity of field at the center and what is the potential 
at the same point if the medium is air? 

Ans 0 dyne per unit charge. 
7.5 ergs per unit charge. 


36. Charges of 60 e.s.u. and of 100 e.s.u. are placed at adjacent 

“ corners ” on the shorter side of a rectangle, the sides of which 

are 4 cm. and 3 cm. long. How much work is necessary to move 

a charge of 15 e.s.u. from the third “ corner ”’ to the fourth, the 
charge moving from the higher to the lower potential? 

Ans. —105 ergs of work done on the charge. 


37. Two charges of +40 and —24 es.u., respectively, are 
8 cm. apart in air. Find: 

(a) Force between them. 

(b) Intensity of field at a point midway between them. 

(c) Potential at the same point. 
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(d) Difference of potential between the middle point and a 
point 1 cm. from it in the direction of the charge of —24 units. 
Ans. 15 dynes, 
4 dynes per unit charge. 
4 ergs per unit charge. 
4 ergs per unit charge. 


38. At the extremities of the base of an isosceles triangle are 
charges of +16 and —12 e.s8.u. The altitude is 12 cm. and the 
base is 10cm. in length. Find the difference of potential between 
the apex and the middle point of the base. 


Let V’ = potential at the apex. 
V” = potential at the middle point of the base. 


aN 
Oy 
© 
/ 12 
+16 ocean 
Ve a In air. (127) 
16 12 
ae ee eo one 
V169 V169 i 


Potential is a scalar quantity and may be added algebraically. 


e= VY! —y" (129) 
e = + 0.492 erg per unit charge. 


CHAPTER IV. 


ELECTROSTATIC INDUCTION. 


The product of the specific inductive capacity times 
the intensity of an electrostatic field, at a point, is 
called the electrostatic induction at that point. It is 
represented by the symbol 2%. 


(130) Ol = «F 
In which ¥ = intensity of field at the point in the 
medium. 
k = specific inductive capacity of the me- 
dium. 


% = electrostatic induction at the point. 


The electrostatic induction is a vector quantity hav- 
ing the same direction as the intensity and differing 
from it in magnitude if the specific inductive capacity 
is not that of air. 

The induction due to a single charge, q, is: 


(131) at= 1 From (102) and (130). 


2 


= 


The induction may be resolved into components along 
XA, Y and Z axes. See equations (103) to (117). 


(132) Ole = ke, From (130). 
ya 57 
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(133) %,= > = cosa, From (132) and (108). 
k=1 0% 


Similar expressions give the values for the Y and the 
Z components. The electrostatic induction due to 
any number of charges is independent of the specific 
inductive capacity and depends only upon the magni- 
tude and distribution of the charges. 

Normal induction over an element of surface is defined 
as the product of the normal component of the induc- 
tion times the area of the element. It is represented 
by the symbol, n. 

(184) N= 0%-S + cosa 


In which a = angle between & and the normal to the 
surface. 
S = an element of surface so small that 07 
and a are constant. 


The total normal induction over a surface is defined 
as the summation of the normal induction over the 
elements of which the surface is composed. It is 
represented by the symbol, N. 


(135) N = =N 
(136) -, N=20-S- cosa 


The total normal induction, N, is a scalar quantity. 
It is independent of the specific inductive capacity 
of the medium and depends only upon the magnitude 
and distribution of the electrostatic charges. 
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Gauss’ Theorem.—(a) Charges Inside a Closed Sur- 
face. Let abc, Fig. 16, represent the projection of any 
completely closed surface on a plane. 


Let q =a charge at any point within the closed 


surface. 
P = any point on the surface. 
S = an element of surface, at P, cut out by a 


solid angle with apex at qj. 

r = distance from q to P. 

PQ = normal to S. 

angle between the positive direction of the 
induction, 2, and the positive direction 
of the normal, PQ. The positive direc- 
tion of the normal is, by convention, 
taken outward. 


8 
I 


Ni = 04S-cos a4 From (134). 


Ni = 1 gos ay From (131). 
r 2 


1 
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Let S’ be an element of surface cut out on a sphere of 
radius 7; and center q, by the same solid angle as S. 
For elements of surface, 


S’ = S-cosa 
S’ 

N; = —= 

1 n,2 


Let S’”’ be an element of surface cut out on a unit 
sphere, with center q, by the same solid angle as S and 
See 


gy 
Oo ae 
Ni = q-S” 
Ny = Qos” 
YS” = 47 Fora unit sphere. 
Ni = 47-H 


The total normal induction over a closed surface, due 
to a single charge qj, is equal to 47 times the quantity 
of the charge enclosed by the surface. 


Let 
N= N,+ N+ iN, --- PN, 
In which 
N, — Arq 
No = Arqe 
ete: 


N = 4r(a + &@+ @ + aia) 
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Let 
q=Ut@et+at ---+ Qn) 


(137) N = 4nq 


In which g = the algebraic sum of the charges en- 
closed by the surface. 
N = the total normal induction over the 
surface. 


The total normal induction over any closed surface, 
due to any number of charges inside, is equal to 4r 
times the algebraic sum of the charges enclosed. 

(b) Charges on the Outside. Let q’ be any charge 
at a point outside the closed surface. A solid angle 
will intercept the closed surface at S; and S» (Fig. 17), 
or some even number of elements of surface. For 
each solid angle there will therefore be two elements 
of surface, S,; and S,. Let N’ = normal induction 
through these elements. 


Jes ive 


Ny = OLAISH “COS Qi + 0085 COS ae 
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Proceeding as before 


07,8,-cos ay = — q/S” 
OHS_+cos a2 = gS” 
Ni = 0 
(138) N’=0 From (135). 


The induction due to any charge on the outside is equal 
to zero. The total normal induction over any closed 
surface is equal to 47 times the algebraic sum of the 
charges on the inside and is independent of the magni- 
tude and distribution of the charges on the outside. 


Application of Gauss’ Theorem.—In the application 
of this theorem to the demonstration of other proposi- 
tions an imaginary closed surface is chosen in such a 
manner that part of the surface is parallel to the 
direction of the induction, part is perpendicular to 
it and so small that the induction over it is constant. 


(139) N= IN’ -P NG From (135). 


In which N’ is the normal induction over that part of 
the surface which is parallel to the direction of the 
induction. 

(140) N’=0 From (136). 


In (139), N’” is the normal induction over that part of 
the surface which is normal to the induction. 


(141) N” = 20-8 From (136). 
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(142) ge WV Ol 
From (139), (140) and (141). 


If the induction is constant over that part of the 
surface to which it is normal, we may let: 


=S=S8 


In which S is the entire surface, normal to the induc- 
. tion. 


(143) N = 9-8 


Field Due to a Uniformly Charged Wire of Infinite 
Length.—Let ab (Fig. 18) represent a portion of an 
infinite straight wire. 


ae 


Fia. 18. 


Let p = charge per unit length of wire. 
P be any point at which the intensity is to be 
found. 
_r = perpendicular distance from P to the wire. 
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l, and are two equal elements of length at equal 
distances from P. 0% and 0% are the inductions due 
to the charges upon |; and . They are equal in 
magnitude. 

From the symmetry of the construction, the result- 
ant of these two inductions will be perpendicular to 
the wire. The resultant induction due to all the 
elements taken in pairs will be perpendicular to the 
wire. 

Imagine a cylinder of height fA and radius r (Fig. 
18), placed with ab as its axis. Then the plane sur- 
faces will be parallel to the direction of the induction. 
The cylindrical part of the surface is everywhere per- 
pendicular to the induction. 


N= %-8 From (143). 
= KF From (130). 
S = 2rrh 
(144) N = «f2arh 
N=4rq — By Gauss’ theorem. 
— re) By definition of p. 
(145) N = 4r- ph 
1 2p 
(146) a= oar From (144) and (145). 


(147) F = 


In air. 
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Field Outside a Closed Conductor.—Let abe, Fig. 
19, be a section of a conductor. Imagine an elemen- 


tary closed surface of such a form that the curved 
portion on the outside, S;, has the same direction as 
the intensity or induction, and the outer end, &y, is 
perpendicular to the intensity. The imaginary sur- 
face may have any form, 83, inside the conducting 
material, since the intensity is equal to zero. Let S’ 
be that part of abe which is inside the imaginary 
surface. 


Let o = surface density of the charge on S. 
N, = normal induction over Sj. 


Nz = normal induction over Sb». 


| 


Nz = normal induction over 83. 


N =N,+N.+ N3 From (135). 
Ni = 0 From (140). 
N, = W-S8, From (148). 
CO =K-F From (130). 
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Nz = x: F-Se 

N3 = 0 

N = «- FS 

N = 4rq By Gauss’ theorem. 


Since S’ is taken so small that the charge may be con- 
sidered uniformly distributed over it, the surface 
density, c, may be considered constant. 


Bars! 
aren Se 


As the outer part approaches the surface of the con- 
ductor, S approaches S’. 


4 
(148)  F= — sa 
(149) F = dro In air. 


The intensity of field, at the surface, on the outside of 
a closed conductor, is equal to 47 times the surface 
density at that point on the surface and is independent 
of the magnitude and distribution of all other charges 
within or without the conductor. 


Field Inside a Closed Conductor, Containing No 
Charge Inside.—On the outside, just at the surface of 
a conductor, the direction of the intensity is normal 
to the surface. The surface of a conductor is therefore 
an equipotential surface. Let abc, Fig. 20, be a 
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section of the conductor. Let Vo be the potential at 
the surface. V = potential inside the surface. 


(1st) If V—V,>0. Imagine a closed surface just 
inside the surface of the conductor. If the poten- 
tial inside is greater than outside the direction of the 
induction is outward and the normal induction is 


every where positive. 


N>O 

N= 4rq By Gauss’ theorem. 

qg= 0 By hypothesis. 
(150) V—V,+0 


(2d) If V — V, <0 the induction is inward and 
the normal induction is everywhere negative. 


N <0 
N=42q By Gauss’ theorem. 
q=0 By hypothesis. 
(151) V—Vo<r0 
(152) “, V—Vo=0 


From (150) and (151). 
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(153) .. F=0 From (152) and definitions of 
potential and work. 

Field Due to an Infinite Uniformly Charged Plane. 
Let abcd, Fig. 21, represent a portion of an infinite 


a- 


Fig. 21. 


plane. (a) Let o = charge per unit area, 7. e., surface 
density of charge. 
Let P; be any point. 

r = distance from P, to the plane. 

P be the point where r intersects the plane. 
With P as a center draw two circles having radii 
which differ by an infinitesimal length. Draw two 
diameters forming an angle of infinitesimal magnitude. 
Between these diameters and the circles there will be 
two elements of surface A; and As, which are equal 
in area. If the plane is uniformly charged the quan- 
tity of charge on the two will be equal. The charges 
on A; and 4, produce inductions at P; and from the 
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symmetry of the construction, the resultant will be 
perpendicular to the plane. All the elements of area 
lying between the two circles can be thus arranged in 
pairs diametrically opposite each other. The resul- 
tant induction, due to all the charges on all elements 
of surface, at equal distance from P;, will be perpen- 
dicular to the plane. The resultant induction at Pi, 
due to all concentric rings, will be perpendicular to 
the plane. The resultant induction, due to an infinite 
plane uniformly charged, is perpendicular to the plane. 

In a similar way it can be shown that the induction 
on the opposite side of the plane is perpendicular to it. 
From the symmetry of the construction, the magni- 
tude of the induction is the same at symmetrically 
placed points on opposite sides of the plane. 

(b) Imagine a cylinder of length 2r (Fig. 22), cross- 


ne, Apa 


section S, and with the same plane, abed, perpendicular 
to its axis at the middle point. The cylindrical part 


70 ELECTRICITY AND MAGNETISM. 


of the surface will be parallel to the direction of the 
induction. The plane surfaces are taken perpen- 
dicular to the induction. The cylinder will intercept 
a surface on abcd equal to S. 


Let g = quantity of charge on S. 
o, = surface density on one side. 
o2 = surface density on other side. 
N= 20S From (139), (140) and (141). 


DS = 25 
N = 20-8 
O- = «-F From (130). 
N = 28-43 
N = 4nq By Gauss’ theorem. 
q = S(oi + oe) By definition. 
From symmetry 
Cj—F09 
(154) pee 


kK 
If 


g¢= 0+ 0% 


i. e., ¢ = total charge on both sides per unit area of 
one side. 


(156) F = Ino In air. 


If o is positive the direction of the induction and of the 
intensity is away from the plane; if o is negative the 
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direction is toward the plane. The intensity and the’ 
induction are independent of the distance of the point 
from the plane provided the distance is small compared 
with the dimensions of the plane. 


Field Due to Two Infinite Planes Oppositely 
Charged to the Same Uniform Surface Density.— 
Let ab and cd, Fig. 23, be parts of two planes per- 
pendicular to the X axis. 

Let “, = intensity due to charge on ab. 

F, = intensity due to charge on cd. 
Taking the positive direction of intensity as the 
positive direction of the X axis: 


F = F,+ &, for any point. 


Between the two planes: 


a eR, 
Cie 
K 
F, Dar 240 
K 
4 
(157) aes pon 


K 


For any point on the outside: 


" (158) Fei 0) 
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The direction of the intensity between the two planes 


3 c 
P. P 
oece meee e ee -X 
-o 
oO 
b d 
Fig. 23. 


is from the plane which is charged positively to the 
one charged negatively. 


Field Due to a Uniformly Charged Sphere.— 
Let ABC, Fig. 24, represent a sphere of radius a. 


qs = charge uniformly distributed over the sur- 
face. 

P be any point. 

r = distance from the center of the sphere to P. 


From the conditions of symmetry the direction of the 
induction is radial or can be shown to be so by the 
method of concentric rings as in the case of the infinite 
plane. From symmetry it is also evident that the 
magnitude of the induction is the same for all points 
equally distant from the center. 
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Imagine a sphere of radius r concentric about ABC. 
The induction over this sphere will be everywhere 
perpendicular to the surface and equal in magnitude. 


N = 207-8 (141) 
= KF (130) 
ZS = 4rr? 
N= kPArr? 
N = 4rq (137) 
Ae 
cae 
i <a 
q=0 
(159) F = 0 
Tine o 
Oo] es 
tds 
(160) = - 
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Compare this expression with (102). The intensity, 
due to a uniformly charged sphere, for all points on 
the outside, is the same as if the charge were at the 
center and for all points inside is equal to zero. 


Charging by Induction from the Inside of a Com- 
pletely Closed Conductor.—Let abc, Fig. 25, be a sec- 
tion of any completely closed hollow conductor which 
is connected to earth. Let q be a charge placed at 
some point inside the cavity. Let q be the induced 
charge on the inner surface of the conductor. The 


Fia. 25. 


intensity at all points inside the conducting material 
is equal to zero. Imagine a completely closed surface, 
def, lying in the conducting material and enclosing 
the cavity. 


Ne= 0 
N = 4nq (137) 
gq=at q2 


(161) he ee 
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In charging by induction, from the inside, the induced 
charge is equal in magnitude and opposite in sign to 
the inducing charge. 


Weight Electrometer.—The weight electrometer is 
an instrument for measuring differences of potential 
in absolute units. It consists of an equal-arm balance 
in which the electric force is balanced against the 
force of gravity. A circular metallic disk, a, Fig. 26, 
is suspended from one arm by insulating threads. It 
is surrounded by a guard ring, b, which is insulated 
from the fixed plate, c. The plate, a, and guard ring, 
b, are in metallic contact by means of a very fine 
flexible wire. The fixed plate, c; and the ring, b, are 
connected to a source of difference of potential, e. 
The disks, being oppositely charged, will attract 
each other and the force of attraction, f, is balanced 
by a counterpoising weight, mg. 
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Let A = area of the movable disk, a. 


d = distance between the planes. (It is small 
compared with the radius of a.) 


gq = quantity of charge on A. 
o = surface density. 
1 = intensity due to lower plate. 
F = intensity due to both plates. 
f= FA -gq From (101). 
In which f = force exerted upon the upper plate. 


Since d is small 
F, = 2nrc0 From (156) (in air). 


q = Ac By definition. 
(162) . f= 2no?-A ) 
e= Fd_ By definition of e and (156). 
F = 4ro In air (157). 

(163) .. @e=4nro-d 
(164) C= si -f From (162) and (168). 


By the weight-electrometer the value of e is deter- 
mined in terms of mass, length, time and the specific 
inductive capacity of air. Such a determination is 
called an absolute determination and the instrument 
is called an absolute instrument, e. g., absolute elec- 
trometer, absolute tangent galvanometer, magnetom- 
eter, etc. In general, quantities can be measured 
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in two ways, viz: either in terms of fundamental 
quantities or by comparison to some like quantity 
taken as a standard. The first method is generally 
difficult and laborious but is necessary to calibrate 
standards which are used in the latter method. In 
the quadrant electrometer, an instrument of the 
second class, the electric force is balanced against the 
elastic force of a torsion suspension. This permits 
accurate comparison of much smaller differences of 
potential. 


Verification of Coulomb’s Law for Electrostatic 
Charges.—Since every proposition in electrostatics is 
based, directly or indirectly, on Coulomb’s law for 
electrostatic charges a rigorous experimental test 
should be given. 


Cavendish’s Method.—The apparatus consists of a 
sensitive electrometer and two concentric insulated 
metallic spheres. In the outer sphere there is a 
small opening with a cap, a, Fig. 27, supported by a 
silk thread. Attached to the cap there is a short wire 
connecting the two spheres when the cap is in position. 
The outer sphere is charged; the cap is removed; the 
outer sphere connected to the earth and the inner 
sphere tested by the electrometer. No charge is 
indicated. This method was devised by Cavendish 
and performed by Maxwell and others with great 


care and accuracy. 
, 


f= af a By hypothesis. 
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Everywhere inside the outer sphere, 


ESa=="() By deduction. 
but : 
F=0 By experiment. 


In the same way every deduction made from Cou- 


Hres 27. 


lomb’s law can be verified within the limits of experi- 
mental error. 


po (100) 


PROBLEMS. 


39. Three charges of 10, 20, and — 30 e.s.u. are situated at 
three vertices of a right triangle having sides 3 and 4 cm. long. 
The charge of 10 is at the vertex formed by the short side and 
by the hypothenuse, and the charge of 20 at the right angle. 
Find the total normal induction over spheres of radii 2, 4, and 
6 cm. drawn about the charge of 10 as a center. 

Ans. N = 407 e.m.u. of induction. 
N = 120 7 e.m.u. of induction. 
N= 0 e.m.u. of induction. 
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40. Four large parallel planes are arranged at intervals of 
lcm.imair. They are charged alternately positively and nega- 
tively to surface densities of 4 e.s.u. of quantity per square centi- 
meter. The inner planes are charged on both sides. Find the 
intensities at points 0.5 cm. from each plane. 

Ans. 0 dynes per unit charge. 
16 w dynes per unit charge. 

16 7 dynes per unit charge. 

16 w dynes per unit charge. 

0 dynes per unit charge 


41. A long thin uniformly charged non-conductor is placed 
parallel to two large uniformly charged non-conducting planes 
equally distant from the wire and parallel to each other. Find 
the force per unit length exerted upon the wire, in terms of the 
surface density on the plane and linear density on the wire. 
Also find the resultant intensity of field at points half way 
between the wire and the planes. 

Ans. 4zapo dynes. 


4no — *e dynes per unit charge. 
8p : 
4no + a dynes per unit charge. 


In which d = distance between the planes. 


42. The plate of a weight electrometer is 6 cm. in radius. A 
mass of 15 grams on the pan just holds the plate in equilibrium 
4 mm. from the fixed plate. What difference of potential is 
being measured? Ans. 22.9 ergs per unit charge. 


CHAPTER V. 
CAPACITY. 


If we have two conductors separated by a non- 
conductor, and joined to a source of difference of 
potential, they will be charged positively and nega- 
tively. The ratio of the positive charge to the differ- 
ence of potential is called the capacity of the combina- 
tion. Such a combination, when used for its capacity 
effect, is called a simple condenser. 


=a 
(200) = 
In which C = capacity of the combination. 
q = quantity of charge on the positive plate. 
e = difference of potential between the two 
plates. 


If one of these conductors is removed to an infinite 
distance: 


| A 
In which V = potential of the remaining conductor. 
. sexe 
(201) oC 


is called the capacity of a single conductor. 
Unit of Capacity.—The wnit of capacity is called the 


electrostatic unit of capacity if the charge is measured 
80 
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in e.s.u. of charge and the difference of potential is 
measured in e.s.u. of potential difference. As an 
illustration, a condenser of unit capacity, in the elec- 
trostatic system, is one of such magnitude that it 
would be charged to one e.s.u. of potential difference 
by one e.s.u. of quantity of charge. 


Capacity of a Sphere.— 


By definition (201). 


: From (127). 
(202) .. C= er 


From (202), C depends only on the radius, 7, of the 
sphere and the specific inductive capacity of the 
medium. 


Capacity of Two Concentric Spheres. — Fig. 28 
represents two concentric spheres of conducting ma- 
terial, separated by a non-conductor. 


Let r1;= the outer radius of the inner sphere. 
?2= the inner radius of the outer sphere. 
e = the difference of potential maintained by the 
source to which the spheres are connected. 
The inner sphere is charged by conduction 
by means of the insulated wire a. 
‘Let. g = charge on the inner sphere. 
7 
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— g = charge on the inner surface of the outer 
sphere. 


(200) 


If the positive directions of the intensity are taken 
outward from the sphere: 


F=aA+F 


In which * and & are the intensities due to the 
charges on the inner and on the outer spheres respec- 
tively. 
(1st) Within the inner sphere: 
F,=0 From (159). 
Scan) From (159). 
F=0 asr varies from 0to 7. 


(2d) Between the two spheres: 


F=--, From (160). 
A,=0 From (159). 
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1 
(203) en a as r varies from 7; to 7». 
(3d) Outside both spheres: 


A= as From (160). 


1 
F,= —- 
K 


: From (160). 
F= (0 asr varies from ro to ©. 


Applying equations (127), (128), (129) and (126) to 
this case of two concentric spheres: 


Ey ies Le 
(204) C= ‘(= ) 


Again the capacity depends only on the radii and 
specific inductive capacity of the medium between 
the two spheres. 

Capacity of Two Parallel Plates.—Fig. 29 represents 
two parallel plates joined to a source of difference of 


potential, e. 
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Let A = area of one plate. 
d = distance between them. 
o« = surface density of charge on A. 


C= Q From (200). 


q= Ao By definition. 


If the distance between plates is small compared with 
the dimensions of the plates the field between them is 


uniform. 
e= F-d From (119). 


= From (157). 


4rdo 
é I 
K 
: pal 
(205) 0 = kK And 


Again, the capacity, C, depends only on the specific 
inductive capacity of the medium between the two 
plates and the geometrical arrangement. 

Capacities in Parallel.—If a number of capacities 
are connected to the same difference of potential, e, 
they are said to be joined in parallel. In this arrange- 
ment all parts are charged by conduction. 
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Let C = capacity of the combination. 
e = difference of potential for the combination. 
q = quantity of charge on the positive plates. 


C= By definition. 
M1 Be 
C= = By definition. 
1 
C2 = = 
€2 


etc., for as many as are in parallel. 


qd=atetat::: 
@$ 4 = & = k= > 
(206) C= Ct 0, Oy 


If 
C=O, = 0; = ><: 


In which nm = the number of capacities in parallel. 


Capacities in Series. —In this arrangement two 
parts only are connected to the source, e, Fig. 31. 
These are charged by conduction. The others are 
charged by induction. 


or ae te a, ds 
ey eo €, 
(a C= 4, 
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Let C = capacity of the combination. 
e = difference of potential for the combination. 
q = positive charge conducted from e to the 
combination. 


C= : For the combination. 


Nn 


C= ys For the first capacity. 
1 
C= = For the second capacity. 
, 2 


etc., for as many as are in series. 


CO) 6h le iia C8 


nm = — Qs 

g=—q' 

Q= — @’ 
Cle: 


If the distance between the plates in each capacity is 
small compared with their area, 


at+qa =0 
gt gm’ = 0 
qs + q3 = 0 


Go Oy = yeaa 


1 1 1 
= Guan sales 


oillor 


(208) 
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If 
Crs = Cote 


(209) yee ; C, 


In which n = the number of capacities in series. 

Parallel Piates.—Fig. 32 represents a capacity com- 
posed of several parallel plates separated by a non- — 
conductor. Alternate plates are in metallic contact, 
thus forming a number of capacities in parallel. Since 
the electrostatic field outside a parallel plate con- 
denser is equal to zero, no work is done in moving one 
condenser with reference to another. The capacity 
of the arrangement, shown in Fig. 32, is the same as 
that shown in Fig. 30. One plate serves the purpose 
of two. Plate No. 2 coincides with plate No. 4; 
plate No. 3 coincides with plate No. 5, etc., except 
for the plates at the ends. 


Fia. 32. 
Let n = number of plates. .°.n — 1 = the number 
of capacities in parallel. 
C= (n—-1)Q From (207). 
A 


Cy From (205). 


~ “dad 
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(n — 1)A 


(210) » C=«x ey 


Comparison of Two Capacities.—Let C; and C), Fig. 
33, represent two capacities. Join C, to a source of 
difference of potential and measure e¢ by an elec- 
trometer. 


(211) C= 2 From (200). 
at 
fo ee ee aa 
i aca (or 
Fia. 33. 


Disconnect from the source e and connect to the other 
capacity C, and measure eé (Fig. 34). 


q,; qa, q, * 


cere ete 
- (er, Bee 
(212) Cy = ae By definition. 
(213) = 2 
é2 


Eliminating gq and q@ by use of (211), (212) and (213), 


Cy 2 
(214 lt ae 
\ ) (Op €i — &2 

Determination of Specific Inductive Capacity.—If 
air is the medium between the plates of C2 and x is the 
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specific inductive capacity of the medium between 
the plates of Ci, the relation will be: 


(215) Cy = «Cy 


if the geometrical dimensions of the two capacities 
are the same. 

é 

(216) = 


Qi = 6 


Leyden Jar. —A Leyden jar may be considered as 
an approximate parallel plate condenser, in which: 


(217) A = cr’ ai 2arh. 
In which r = radius of the jar. 
h = height of the tin foil. 

Energy of a Condenser.—If the condenser is un- 
charged and the charge q, which is finally to be found 
on the plate, is transferred from one plate to the other 
in ” successive parts each of quantity qm: 


q= nh 
Let wi, We, etc., = the work done in transferring the 


respective charges 41, qo, etc. 
work done in charging the con- 


s 
II 


denser to the final difference of 
potential. 
w = wit 2 + w3+ +++ + Wy 
W, = eH From (118). 
We = e242 From (118). 
CUCe 
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In which ¢@, @, etc., represent the successive values of 
the difference of potential as the condenser is charged. 


(217) w = qi(er + @& + es + ++ + ey) 
wag (Attar Fen) 


n 


(218) 


The expression in brackets is the average value of the 
difference of potential as the charge is transferred. 
Since at each step in the process 


ih 
it Cig 
Asn = o 
Ch Oni Cato eC ee ee 
(219) F5 = 
(220) ie, = O20 


In which w = potential energy of the condenser. 
e = final difference of potential. 
q = final charge. 


PROBLEMS. 


44. Two small bodies having capacities of 20 and 30 e.s.u., 
and potentials of 1.8 and 0.8 e.s.u. respectively, are placed in 
air 120 cm. apart. If they are connected by a fine straight wire, 
at what points between the bodies will the potential remain 
unchanged? What is the potential at these points? What 
quantities of charge are on the capacities before and after the 
connection? 

Ans. 40 cm. and 90 em. from capacity 20 e.s.u. 
1.2 ergs per unit charge. 
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24 e.s.u of charge change to 36 e.s.u. on 
capacity of 30 e.s.u. 

36 e.s.u. of charge change to 24 e.s.u. on 
capacity of 20 es.u. 


45. Find the charge on a sphere of 10 cm. radius, in air, when 
the potential is 50 e.s.u. Ans. 500 e.s.u. of quantity. 


46. One thousand globules of water each of .02 cm. diameter 
are charged to the same potential. Compare their electrical 
potential and surface density with that produced when they 
have united into a single globule. 

Ans. The potential is increased to 100 times its 
former value, and the surface density to 10 times 
its former value. 


47. If a sphere, of 6.4 cm. diameter, in air and charged with 
98 e.s.u. of quantity be connected by a long fine wire to a second 
conducting sphere of radius 2.5 cm., what will be the charge and 
potential of each sphere and what the capacity of the combination? 

Ans. 55 e.s.u. of quantity on sphere 6.4 cm. in 
diameter. 
43 e.s.u. of quantity on sphere 2.5 cm. 
17.2— ergs per unit charge. 
5.7 e.s.u. of capacity. 


48. If the combination described in the preceding problem 
be connected to a third sphere of radius 3 cm., what will be the 
charge and potential on each and what will be the capacity of 
the combination? 

Ans. 36 e.s.u. of quantity on sphere 6.4 cm. 
28.2 e.s.u. of quantity on sphere 2.5 cm. 
33.8 e.s.u. of quantity on sphere 3 cm. 
11.26 ergs per unit charge. 
8.7 e.s.u. of capacity. 


49. If n spheres are connected by a long fine wire of negligible 
capacity what will be the capacity and the potential of the com- 
bination in terms of the radii and original potential of the spheres? 

Ans. C =2r 
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50. What is the capacity of a spherical condenser in which the 
external diameter of the inner sphere is 48 cm., and the dielectric 
is 0.25 em. thick? The specific inductive capacity of this diclec- 
tric is 4.3 times that of air. Ans, 10,000 e s.u. of capacity. 


51. One quarter of the earth’s circumference is almost (10)9 
em. Compare the capacity of the earth with that of a spherical 
condenser of two concentric spheres having radii of 100 cm. and 
100.1 em. The substance between the spheres is glass of specific 
inductive capacity 6 28 times that of air. 

How many of these condensers in parallel would be equivalent 
to the earth in electrical éapacity? 


Ans. Capacity of earth = Z(10) é.3.U. 
Capacity of condenser = 27(10)5 e.s.u. 


Number of condensers = * (10)« 


52. Find the capacity of a plate condenser made of two rec- 
tangular conductors 32 cm. long, 22 cm. broad, and 0.2 cm. 
apart in air. If the air be replaced by 0 2 cm. sheet of glass of 
specific inductive capacity 7 times that of air, find the charge 
on one plate when the difference of potential is 20 ergs per unit 
charge. 

Ans. 281 e.s.u. of capacity 
39,300 e.s.u. of quantity. 


53. Two plate condensers are joined in parallel. One is a 
15 plate air condenser, each plate 11 cm. long, 5 cm. wide and 
3 mm. apart; the other a mica condenser of 101 plates each 22 
cm. long, 15 em. wide and 0.5 mm. apart. The specific inductive 
capacity of the mica is 8 times that of air. Find the capacity 
of the combination. Ans. 421,000 e.s.u. of capacity. 


54. A Leyden jar 0.3 cm. thick is 12 cm. in diameter and the 
tin foil extends 18 cm. high. Find the capacity and quantity of 
charge on it when it is connected to a difference of potential of 
10 ergs per unit charge. 

Ans. 1,470 e.s.u. of capacity. 
14,700 e.s.u. of quantity of charge. 
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55. Two condensers, when in series, had a joint capacity of 
3e.s.u. When in parallel the joint capacity was 16 e.s.u. What 
was the capacity of each taken separately? 

Ans. 4 e.s.u. of capacity. 
12 e.s.u. of capacity. 


56. A pair of circular plates of radii 10 cm. each, are 1 mm. 
apart in air. They are charged to a difference of potential of 
20 ergs per unit charge and are then connected to the plates of 
an uncharged condenser. The difference of potential falls to 
3 ergs per unit charge. Find the capacity of the second condenser. 

Ans. 1,420 e.s.u. of capacity. 


57. A spherical conductor having a radius of 2.7 cm. is charged 
to a potential of 125 ergs per unit charge. On being connected 
by a long fine wire, to a second uncharged conductor the potential 
fell to 22 ergs per unit charge. What was the capacity of the 
combination? Ans. 15.3 e.s.u. of capacity. 


58. An air condenser is charged and the difference of potential 
between its plates measured. It is then connected to a condenser 
exactly similar except that the dielectric is unknown. The 
difference of potential falls to 1/4 its former value. What is the 
specific inductive capacity of the dielectric? 

Ans. 38 times that of air. 


59. A condenser consists of two circular plates 15 cm. in 
diameter, separated by a film of air 1.2 cm. thick. When 750 
ergs have been expended in charging it, what will be the charge 
on one plate and the difference of potential between plates? 

Ans. 132. e.s.u. of quantity of charge. 
11.3 ergs per unit charge. 


60. If a spherical air condenser of shells 64 cm. and 60 cm. 
in diameter be charged to a potential of 500 ergs per unit charge, 
and afterwards be connected to a similar uncharged condenser 
having diameters of 64 cm. and 68 cm., how much energy will 
be lost in the first condenser by the change? Ans. 4.68 joules. 


CHAPTER VI. 
ELECTROSTATIC MACHINES. 


Electrophorus.—A simple form of static machine is 
one called the electrophorus. It consists of a plate of 
non-conducting material such as hard rubber (a, Fig. 
35) and a metal plate with a non-conducting handle, 
b, Fig. 35. The process consists in the electrification 
of the hard rubber, by means of cat’s fur and then 
charging the metallic plate by induction. (See gold- 
leaf electroscope.) We then have a parallel plate 
condenser. Disconnect from the earth and, as the 
plates are separated a short distance, the mechanical 
work done against the electric force is: 


w=fed 
f = 220?-A From (152). 
(221 w = 2no*Ad 
e = Ano-d From (135). 
q = Ao 
(222) w = teq 


Compare this with the general expression for the 
potential energy of a condenser. See equation (220). 
Since the charge remains constant the difference of 


potential is increased as the plates, are separated. 
94 
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Hence the electrophorus is a machine for converting 
mechanical energy into electrical potential energy. 


Fi. 35. 


Induction Machine.—The Toepler-Holtz machine is 
a typical form of induction machine. Although it 
consists of two coaxial circular plates, its action is 
more easily represented by two concentric cylinders. 
See Fig. 36. The cylinder, A, is fixed and made of 
non-conducting material. It corresponds to the fixed 
plate in the machine. B and C are two armatures of 
conducting material. They are enlarged at the ex- 
tremities and narrow at the middle. JF is a‘movable 
cylinder of non-conducting material and corresponds 
to the movable plate. An even number of disks, F 
and F’, of tin foil, with raised buttons are arranged at 
regular intervals on this cylinder. G is an insulated 
conductor carrying two metallic brushes which come 
in contact with the buttons just as the disks pass 
from under the armature. H and H’ represent two 
brushes which bring the armature into metallic contact 
with the buttons as they pass under the armature. 

Assume that all parts of the machine are discharged 
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and that one of the buttons, F, is, by any process, 
given a small charge, say positive. Rotate the mov- 
able cylinder and, as F moves under the brush attached 
to H, the armature is charged by conduction until C 
and F are at the same potential. As F passes under 


Fic. 36. 


the comb, K, negative electricity is attracted by C 
and positive is repelled by induction. By the prin- 
ciple of point discharge, which will be explained later, 
the button is partly discharged. This causes a dif- 
ference of potential between K and K’ and the poten- 
tial of F is decreased. As F moves toward @ its 
potential is less than that of C. An excess of negative 
will therefore be attracted by C to the disk and an 
excess of positive repelled by C to the button. As F 
comes in contact with G, the excess of positive is 
repelled to G’ and F leaves G negatively charged. As 


ELECTROSTATIC MACHINES. 97 


the negative charge on F is separated from the positive 
charge on C, the difference of potential between C 
and F is increased. If this difference of potential is 
greater than the difference of potential between C 
and B, negative charge will pass from F to B as F 
comes in contact with H’. Thus the difference of 
potential between C and B is increased. As F passes 
from H’ to H, the same successive variations of dif- 
ference of potential occur. On this side the button 
is at the higher and the armature at the lower poten- 
tial. As this process continues, the difference of 
potential between K and K’ increases until a discharge 
takes place. This discharge occurs between S and 8’, 
called the spark gap, if they are not too far apart. 
The quantity transferred by such a discharge is: 


gq=C-e (200) 


In which e = difference of potential between S and 
S’. It is a function of the distance, as is shown in 
Fig. 37. 

C = capacity connected to S and 8’. 


The machine transforms mechanical energy into elec- 
trical potential energy. When the discharge takes 
place this energy is converted into other forms of 
energy, generally heat, light and sound. 

The curve, Fig. 37, shows the sparking potential 
difference (in e.s.u.) between sharp needle points in air. 


If the radii of S and S’ are very small, as in two pointed 
8 
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conductors, the discharge takes place at a lower poten- 


0 8 16 24 32 40 48 
Distance in cm 


Ine, BY. 


tial difference. This is the principle of the comb dis- 
charge. It may be illustrated as follows: 


Let ab and cd, Fig. 38, represent two spheres connected 
by a fine wire. 
Let V = the potential of the spheres. 
qi = charge on ab. 
q2 = charge on cd. 
F, = intensity of field at the surface of ab. 
F, = intensity of field at the surface of cd. 
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V= s (117) 
V= (117) 
Lae! 
Opry) 
F, = From (150) 
1 
Similarly for % 
F, 2 
2 poe 
H, Ty 


For the same potential the intensity of electrostatic 
force tending to produce discharge is, roughly, in- 
versely as the radius of curvature. The teeth of the 
combs are therefore drawn to sharp points. Wherever 
a discharge is undesirable the conductors are con- 
structed with large radii of curvature. 


CHAPTER VII. 
ELECTRODYNAMICS. 


The phenomena considered under the subject of 
electrostatics are those conditioned by a conductor all 
parts of which are at the same potential. In electro- 
dynamics the phenomena considered are those con- 
ditioned by a conductor the parts of which are at 
different potentials. 


Sources of Difference of Potential. — A source of 
difference of potential is a device for converting some 
other form of energy, e. g., mechanical or chemical, 
energy into electrical energy. It may be determined 
and measured by means of an electrometer. The 
work per unit charge in converting mechanical, chem- 
ical or other form of energy into electrical energy is 
called the “electro-motive force’’ (e.m.f.) of the device. 

If a conductor is joined to the terminals of a source 
of difference of potential, all parts tend to come to the 
same potential, converting the electrical energy into 
heat or some other form of energy. Such an arrange- 
ment is called an electric circuit. If the device main- 
tains the difference of potential it is called a constant 
source of difference of potential. In an electric circuit 
there are then two essential parts; the device to con- 


vert some form of energy into electrical energy and a 
100 


ELECTRO-DYNAMICS. 101 


device to convert this electrical energy into some other 
form. 


Properties of an Electric Circuit.—If a conductor is 
joined to the terminals of a source of difference of 
potential it acquires many new properties which may 
be classified as physiological, thermal, luminous, elec- 
trolytic and magnetic. 

Physiological effects are shown by the shock expe- 
rienced when parts of the body are brought near a 
highly charged conductor. These effects were studied 
very early by Galvani and others. They now form 
the subject-matter of the science of electro-thera- 
peutics. Most luminous effects are indirect and are 
due to a transformation of heat into light. If some 
other form of energy is converted into light without an 
appreciable increase in temperature, the transforma- 
tion is called luminescence or phosphorescence or 
fluorescence. Many electrical phenomena are accom- 
panied by luminescence. Thermal effects play an 
important part in the industrial arts as in lighting, 
heating, welding, electric furnace, etc. There are 
many other thermo-electric effects. These effects 
constitute the science of thermo-electricity. When a 
chemical compound is made part of the conductor in 
an electric circuit some chemical change usually 
takes place. These phenomena are studied under 
the head of electro-chemistry. The magnetic prop- 
erties of an electric circuit are those involved in the 
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dynamo, electrical machinery, power transmission, 
etc. These are the most important to the engineer. 

Magnetic Effects.—If the conductor of an electric 
circuit is placed parallel to a magnetic needle and the 
circuit closed, the needle will be deflected. See Fig. 
39. This experiment is called Oersted’s experiment. 


Fira. 39. 


It demonstrates the presence of a magnetic field about 
an electric circuit. Further examination of this 
magnetic field shows that it has three characteristic 
properties: 

(1st) Starting at any point in this field about the 
electric circuit and moving always in the direction of 
the intensity, a closed curve is traced interlinking the 
circuit. The magnetic field about the conductor is 
therefore called the “magnetic whorl.’ In the case 
of a long straight conductor the magnetic whorl con- 
sists of concentric circles. Looking along the con- 
ductor from the place of high potential to the place of 
low potential, the direction of the magnetic whorl is 
clockwise. See Fig. 40, 6. 
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(2d) If the geometrical relations of the separate 
parts of the circuit remain constant and the circuit 
as a whole is moved in space, the magnetic field about 


Fic. 40. 


the conductor moves with it. If the geometrical 
relations remain constant and the field at any point 
is changed in magnitude it will be changed at all other 
points in the same ratio. ‘The magnitude of intensity 
at every point is directly proportional to some prop- 
erty of the circuit. The magnitude of the intensity 
at points equally distant from the conductor ap- 
proaches the same value as the distances become very 
small. Therefore the property of the conductor to 
which the intensity of field is directly proportional is 
a constant throughout the circuit. This property of 
the circuit is called “current.” 

(3d) The magnitude of field due to the current is 
independent of the permeability, but the magnetic 
induction depends upon it. 


Current.—That property of the electric circuit to 
‘which the intensity of magnetic field is directly pro- 
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portional, is called current or current strength. By 
convention its positive direction is said to be from 
the point of high to the point of low potential. 


(224) Ee 
In which # = intensity of the field. 
2 = current. 
k = a constant, the value of which depends 


upon the geometric arrangement of 
the circuit, location of the point and 
the units in which the quantities are 
measured. 
Ampere’s Formula.—Ampere’s formula determines 
the value of & in equation (224). 


Fie. 41. 
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Let abc, Fig. 41, represent any conductor in space. 


dl = any element of length of the conductor. 
1 = current. 
P be any point. 
PX represent any direction, through P, taken as 
X axis. 
r = distance from dl to P. 
6 = angle between r and dl. 
PG represent a line, through P, parallel to dl. 
Pf represent a line, through P, perpendicular to r 
and dl. 
dH = element of field at P due to current in dl. 
¢x = angle between dH and the X axis. 
dH be the X component of de. 


(225) .. dy = d#H-cos ox 
AH «x 4% By definition. 
dH « dl By experiment. 
dH « 5 By experiment. 
dH « sin 6 By experiment. 
z-sin 6-dl 
:-sin 6-dl 
(226) ee ae 


Combine equations (225) and (226). 


7-sin 6-cos gy: dl 
2 


(227) dH, =k 


r 
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'j-sin 8-cos gx-dl 
(228) Heh ji Be Te: 


F 


The unit of current is called the electro-magnetic unit of 

current if the unit of length is the centimeter, the unit 

of intensity is the electro-magnetic unit of intensity, 

and the constant, k, is equal to one. .*. In electro- 

magnetic units: 

(229) a 
0 


An illustration of wnit current, in the electro-magnetic 
system, is such a current that, in unit are of unit 
circle it produces unit field at the center. The prac- 
tical unit of current is called the ampere and is defined 
as one tenth of the electro-magnetic unit of current.* 


One ampere = (10) e.m.u. of current. 
or 
(Number of amperes) (10)-? = (Number of e.m.u. of 
the same current). 


Equations similar to (229) can be written for com- 
ponents along the other axes. 


‘7 -sin 0: cos gy-dl 
(230) Hy = { au ape = 
‘y-sin 0+ -dl 
(231) Hy, = f Cand Abe = Pz 
0 
(232) H= VIEL HP + Hz 


* See appendix on International Units. 
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The direction cosines of #7 are: 


H. 
(233) cos a = ae 

HA 
(234) cos B = a 

H, 
(235) cos y = 5p 


Thus the resultant field at any point for any conductor 
may be completely determined in magnitude and 
direction. Usually the X axis may be taken in the 
direction of the resultant field so that equation (229) 
is sufficient. 


Field at the Center of a Circular Conductor.— 
Let ABC, Fig. 42, be a circular conductor of radius a. 


Fia. 42. 


Let P be the point at the center. Select as X axis, the 
line passing through P which is perpendicular to the 
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plane of the coil. Let di be an element of length of 
the conductor. 


Uy .oj ; 
He. =f 2-sin 0 oes gx: dl (229) 
0 
For any dl 
aes 
DD 
Sina 
COS gy = 1 
r= 6 
1 = 27rna 
a 2a na 
A= ed, dl 
(236) Hee 
a 
: a 
(237) eters Hy 


In which #, = intensity at the center, in e.m.u. 
radius in centimeters. 


a 
7 = current in e.m.u. 
nm = number of turns of wire. 


If Ay is compared with #,, the horizontal compo- 
nent of the earth's field, by the method of the magnet- 
ometer, (21), 7 can be expressed in terms of mass, 
length, time, and permeability of air taken as one. 
Such a determination is called an “absolute determi- 
nation”’ of current. 
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Absolute Tangent Galvanometer.—The absolute tan- 
gent galvanometer is an instrument for the absolute 
determination of current, based on the above principle 
and that of the magnetometer. The instrument con- 
sists of a small magnetic needle, suspended by a torsion- 
less fiber, at the center of the coil. The plane of the 
coil is placed in the plane of the magnetic meridian so 
that the field, #,, due to the current is perpendicular 
to the horizontal component, “#., of the earth’s field. 


a ; . 9 
H, tan 6; From (21). 
In which 6; is the angle of deflection. It is observed 
by means of a telescope and scale. See appendix. 

2 
(238) i= ee . H, tan 6; 


From (21) and (237). 


In which #, is determined by the magnetometer. 
n = number of turns of wire in the coil. 


Ar? yb 3 
ee 2 
Ce Finn) (32) 
Thus 7 can be determined in terms of mass, length, 
time, and the permeability of air taken as one. 
If the instrument is used merely to compare cur- 


rents: 
(239) 4 =k tan 6; 
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In which 
(240) k= 


provided the conditions are such that #. may be con- 
sidered constant. See paper on Terrestrial Magne- 
tism. 


Intensity of Field in the Axis of a Flat Coil. — 


AK 
as | 
Space @.| 
je aie Pak x See, tn cs dK: 
x 
Fia. 48. 


Let ABC, Fig. 48, be a flat circular coil of radius a. 
Let n = number of turns in the coil. 

Let P be a point in the axis of the coil. 

Select the XY axis along the axis of the coil and the 
origin at the center, 0). 


le, 1 . . 
#, = [ 2:sin 6-cos gx dl (229) 
V0 


2 


In this case 5 
r=Ve+2 
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From the figure: 


sin) =] 
COS gy See 
Va 2 
l= 2ran 
4a 2Q7ran 
2: Tee es 
( 41) x (a? + x?)%? f dl 
27 an 
il = 2ran 
0 
2rna? s 
lta = 0 
(243) Hy = ont 4 


Compare with (236). 


Field Due to a Solenoid.—A cylindrical coil or helix 
the length of which is large compared with its diameter, 
is called a solenoid. 

Let gh, Fig. 34, represent a section of such a sole- 


noid. 
Let N = total number of turns of wire on the sole- 


noid. 


l = length of the solenoid. 
a = radius of the solenoid. 


Let P be a point at the middle of the axis. 
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= element of length of the solenoid. 
= distance from P to dz. 

x = projection of r on the axis. 

mn = number of turns of wire in dz. 


co 
oO 
+ 
Q 
8 

| 


3 
| 


‘= 
00000000000000000009 300000000 - + 
a. ra | 
SS ! | 


{ 
©00000000000000000000000000000- + 
a 
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_ __ 2na?’n 
ae (a ae 


N 
n= —- de By definition. 


_ Qra®N 
= @ +. a) 82 aT 


dH, (242) 


dkty he Oe 


From the figure: 
— rda= dzxcosa 
a 
cos a = — 
r 
r = (a? + 2?)3 


One No 
(244) die = i eos de. 


The limiting values of the angle a are 0, when r is 
perpendicular to the X axis, and some angle, say ay, 
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when r joins P and the last turn, h. In the latter case: 


l 
on = hie (=) 


For both halves of the solenoid: 


9-n- Nt ay 
(245) Hy = 2. ae if ea a-da 
“0 

From calculus 
(246) Hi cos a:do = sin « | 

0 0 

N 

(247) 4 = 4-r-1- > + sin ay 


vu 


If the length of the solenoid is more than ten times the 
diameter: 


ay 


me bl1A 


sin a = 
(See appendix on functions of small angles.) 


(248) H,= beat 


In which 7 is measured in e.m.u. 
Field Due to a Straight Wire of Infinite Length.— 


Let AB, Fig. 45, represent any portion of a straight 


; wire of infinite length. 
9 
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Let-P be any point. 
d = perpendicular distance from P to the wire. 
Let P’ be the foot of the perpendicular drawn from P 
to the wire. 
Let dl = any element of length of the wire. 
1 = distance from P’ to dl. 


Fia. 45. 


The field at P, due to the entire wire, is twice that 
due to the length from P’ to + ., 


Hea Hi ae — BN soih (229). 
0 


Select the X axis through the point P and perpen- 
dicular to both d and 7. For any dl: 
COS gy = 1 


di- sind = r-da From figure. 
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d 


COS a@ 


From figure. 
As l varies from 0 to + ©, a varies from 0 to 7/2. 


y 1/2 
(249) a a5[ cos a+ da 
0 


From calculus: 


rr |2 m2 
Hf cosa da = sina | 
0 0 


(250) Hy = 5 


‘This is called Biot and Savart’s law. Compare this 
equation with (136). 

Verification of Ampere’s Formula.— The above 
equation, (250), furnishes one of the most rigorous 
tests of Ampere’s formula. Let AB, Fig. 46, represent 


A 
\2 4, qd, 
— el 
K, K, 

B 


Fia. 46. 
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a portion of the wire. Arrange a magnet free to 
rotate about AB as an axis. Let ZL = moment tend- 
ing to rotate the magnet about AB as an axis. Let 
I, and I, be the moments tending to rotate the north- 
seeking and the south-seeking poles, respectively, 
about AB as an axis. 


L=h+1L 

= fids 

I, = fods 

fi=m- HH, 

fo =— m+ Ay 
(251) L= m(A%d, — AHd2) 
But 

_ = * By deduction (250). 

(252) a l= 0 By deduction. 


Experimentally it is found that there is no measurable 
tendency to rotate about AB as an axis. 


L=0 Experimentally. 


In a similar way all other deductions made from 
Ampere’s formula can be verified within the limits 
of experimental error. 


PROBLEMS. 


61. A magnet pole of strength 25 e.m.u. is placed at the center 
of a circular coil of diameter 0.3 meter. If a current of 0.5 
ampere is passing through the coil, what force will be exerted 
upon the pole? Ans. 0.523+ dyne. 
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62. Find the intensity of field at the center of a circular coil 
and find its component in a direction making an angle of 30 degrees 
with the axis of the coil. The current in the coil is 10 amperes, 
diameter of the coil is 40 cm., and there are 5 turns of wire in 
the coil. 

Ans. 1.57-+ dynes per unit pole. 
1.36 dynes per unit pole. 

63. What current must be sent through a tangent galvanom- 
eter consisting of 5 turns of wire bent into a circle 45 cm. in 
diameter, in order that the needle shall be deflected 30 degrees 
where #, = 0.18 dyne per unit pole? Ans. 0.743 ampere. 

64. Calculate the current which will deflect a tangent galva- 
nometer 45 degrees, if the galvanometer consists of 7 turns of wire, 
18 cm. in diameter, set up in a field of horizontal component 
.198 dyne per unit pole? Ans. .405 + ampere. 


65. Find the field strength 16 cm. from the center of a coil 
in the line of its axis, if the coil carry 0.5 ampere and be 24 cm. 
in diameter. 

Find the force on a pole of 30 e.m.u. if placed at this point. 

Ans. .00565 dyne per unit pole. 
7— dyne. 

66. What is the current in a long straight conductor if a force 
of 45 dynes is exerted upon a pole of 75 e.m.u. placed at a distance 
of 30 cm. from the wire? Ans. 90 amperes. 


67. It is desired that a field of 5 dynes per unit pole be produced 
at the middle point of the axis of asolenoid. If the coil is 20 cm. 
long and has 250 turns, how many amperes of current are neces- 
sary to produce the field? Ans. 0.318 ampere 


CHAPTER VIII. 
QUANTITY. 


Quantity.—In the electro-magnetic system, quan- 
tity of electricity is defined as the product of the current 
into the time. 

(300) q=ut 


In which 7 
t 


the current. 

the interval of time. It is taken so 
small that 2 may be considered as 
constant. j 

q = quantity of electricity. 


I 


Unit of Quantity.—The unit of quantity is called the 
electro-magnetic unit of quantity, if the unit of current 
is the e.m.u. of current and the unit of time is the 
second. ‘The unit of quantity is called the “coulomb” 
or practical unit of quantity, if the unit of current is 
the ampere and the unit of time is the second. Thus 
the coulomb is one tenth of an electro-magnetic unit 
of quantity. 


One coulomb = (10)-1 e.m.u. of quantity. 


(The number of coulombs) (10)-! = (Number of e.m.u. 
of quantity). 
118 
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Electrolysis.— Measurement of Quantity. Ifa chemi- 
cal compound forms part of the conductor joined to a 
source of difference of potential, chemical decomposi- 
tion usually takes place. The compound decomposed is 
called an “electrolyte.” The solid conductors in contact 
with it are called the “ electrodes.’’ One of the electrodes 
is called the “anode” and the other is called the 
“cathode.” The positive direction of the current in 
the electrolyte is from anode to cathode. This com- 
bination of electrolyte, electrodes, and containing 
vessel, is called an “electrolytic cell.” The products 
of decomposition are set free from the electrolyte at 
the electrodes. They may or may not combine with 
the electrodes, depending upon their chemical nature. 

Let Fig. 47 represent an electric circuit containing 
several electrolytic cells in series. If the circuit is 


ye) 


Cu “Cu Ag Ag Cus Ge CurCu 


Fic. 47. 


closed by closing the switch, K, the time, /, during 
which decomposition takes place, will be the same 
for each cell. The products of decomposition set 
free at the electrodes of the several cells, are found 
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to be directly proportional to their combining weights. 
It is also found that the amount of the substance set 
free at each electrode, is directly proportional to the 
product, 7-t, or quantity of electricity. 

These two important facts were first established by 
Faraday. For this reason the following laws are 
known as Faraday’s laws of electrolysis: 

First. The masses of the substances liberated at 
the electrodes are proportional to their combining 
weights. 

Second. The mass of an electrolyte decomposed by 
an electric current, is proportional to the quantity of 
electricity, q. 

(301) Mm, — Mm = crit 


In which m, = mass of the cathode before closing the 
circuit. 

mass of the cathode after the time ¢. 

a constant depending on the nature of 
the electrolyte. It is called the 
electro-chemical equivalent of the 
element. 


U2) 
Cc 


Coulometer.—A coulometer is an instrument for the 
determination of quantity of electricity, based upon 
the above principle (301). A common form is that 
known as the copper coulometer. It consists of two 
copper electrodes, and dilute copper sulphate solution 
as the electrolyte. If the coulometer and tangent 
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galvanometer are joined in series to a constant source 
of difference of potential (Fig. 48) and current and 
time noted, the electrochemical equivalent of the 
copper, or the coulometer constant, may be deter- 
mined in terms of mass, length, time, and permeability 
of air taken as one. 

For the copper sulphate coulometer: 


c = 0.000329 grams per coulomb 


(302) g= facde for copper in CuSO; solution 
(303) g= Wane for silver in AgNO; solution 
In general 


Mm — ™ 
combining weight 


(304) g= 96530 


Approximately 96,530 coulombs liberate a mass of the 


Fia. 48. 
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radical, numerically equal (in the number of grams) 
to its combining weight. 


PROBLEMS. 


68. Find the time necessary for 0.06 amperes to deposit 0.5 
gram of silver from a silver nitrate solution. 
Ans. 2 hrs. 4 min. and 10 sec. 


69. Calculate the current that deposits 0.315 gram of copper 
from a copper sulphate solution, in 30 minutes. 
Ans. 0.532 ampere. 


70. The weight of a silver plate cathode was 30.3726 g. before 
the deposit on it and 33.0701 g. after deposition which lasted 
half an hour. Find the average current in amperes. 

Ans. 1.84-+ amperes. 


71. A current of 0.05 ampere was passed through a solution 
of nickel sulphate for one hour. The amount of nickel deposited 
at the cathode was 0.055 gram. Find the electro-chemical 
equivalent of nickel. 

Ans. .000305 gram per coulomb. 


72. A tangent galvanometer is connected as shown in Fig. 48. 
to an electrolytic cell containing silver nitrate solution. The 
anode is of silver and cathode of platinum. The galvanometer 
coil is 30 cm. in diameter and is set up at a point where the hori- 
zontal component of the earth’s field is 0.20 dyne per unit pole, 
On closing the circuit the deflection of the needle was observed 
and an average found to be 3 degrees. What length of time 
must the deposit take place in order that .2236 gram of silver 
shall be deposited? Ans. 800 sec. 


73. A tangent galvanometer of 28 turns, having a diameter of 
22 cm., is set up where the horizontal intensity of the earth’s 
field is 0.2 dyne per unit pole. A current which deflects the 
needle 45 degrees will take how long to deposit .2 gram of Cu 
on the cathode of a coulometer, if the electrochemical equivalent 
of Cu is .000329 gram per coulomb? Ans. 1 hr. 21 min. 3 sec. 


CHAPTER IX. 


RESISTANCE, DIFFERENCE OF POTENTIAL AND 
: CAPACITY. 


Resistance.— When a conductor is joined to a 
source of difference of potential, heat is generated in 
the conductor. Experimentally it has been found 
that the quantity of heat developed is directly pro- 
portional to the square of the current and also directly 
proportional to the time. 

Wy av 

We ak 
(305) Wi = Ret 
This expression is called Joule’s law. R is the con- 
stant of proportionality between the work and 77t. 
This constant is called the resistance of the conductor 
in which the heat, W,, is developed. 

Unit of Resistance.—The wnit of resistance is called 
the electro-magnetic unit of resistance if the unit of 
work is the erg, the unit of time the second, and the 
unit of current is the electro-magnetic unit of current. 
The unit of resistance is called the “ohm,” or practical 
unit of resistance if the unit of work is the joule, the 
unit of time is the second, and the unit of current is 
the ampere. 


W 
= ap (305) 
123 
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If the unit of work is the joule or (10)’ ergs: 


107 
———__ = 9 
n= 10. 


One ohm = 10° e.m.u. of resistance. 
(Number of ohms)(10)° = (Number of e.m.u. of 
resistance) 


Verification of Joule’s Law.—If part of the con- 
ductor joining a source of difference of potential, 
passes through the inner cup of a calorimeter (a, Fig. 
49), the heat developed can be measured. 


Let c= calorimeter constant. 
M = mass of water in the calorimeter. 


6 = the increase in temperature. 


W, = number of calories of heat developed. 
(306) W.= (M+ c)6 
(307) Wz = W.(4.2)(10)? 
(308) “. We= (M-+ o)6(4.2)(10)" 


This equation enables us to determine the amount of 
heat developed, in ergs. If a galvanometer is con- 
nected in series with this conductor, G, Fig. 49, the 
current can be measured in e.m.u. and the value of 
the constant, R, can be determined in e.m.u. This is 
called an absolute determination of resistance. 
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Standard Resistances.—Convenient standard resis- 
tances consist of coils of wire carefully adjusted and 
connected to heavy metallic terminals. 


A 
i 


Fia. 49. 


_ Resistance Boxes.—For less accurate comparisons 
resistance boxes are used. In these a number of 
resistance coils are arranged so as to permit the use 
of resistances having a wide range of values, varying 
in uniform steps. 

Difference of Potential. — Difference of potential 
has been defined in the electrostatic system as: 


From (112). 


218 
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It is defined by the same relation in the electro- 
magnetic system. 


(309) e= 


218 


The unit of difference of potential is called the electro- 
magnetic unit of difference of potential, if the unit of 
work is the erg and the unit of quantity is the electro- 
magnetic unit of quantity. The unit of difference of 
potential is called the volt, or practical unit of dif- 
ference of potential, if the unit of work is the joule 
and the unit of quantity is the coulomb. Since the 
joule is 107 ergs and the coulomb is 107! e.m.u. 


One volt = 108 e.m.u. of potential difference. 
(Number of volts)(10)® = (Number of e.m.u. of 
potential difference) 


Ohm’s Law.—The relation of difference of potential 
to resistance can be derived from equations (300), 
(805), and (809). For values of ¢ so small that 7 may 
be considered as constant: 


Wy = Rirt (305) 
(310) re = Ri From (300) and (305). 
(311) e= Ri 


From (810) and (309) or (112). 
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This relation is called Ohm’s law. It may be used for 
an absolute determination of difference of potential, 
provided the current and resistance are stated in terms 
of electromagnetic units. 

Ratio of Units.—If a plate condenser of known di- 
mensions is joined to a source of difference of potential 
which is measured by means of an electrometer, 


de = €e 6p (200) 
A 
C= (205) 
3 2 
ee = ee f (154) 


de 
(312) de = aa Se gs f in €.8.U. 


If the condenser is disconnected from the source and 

connected in series with the silver coulometer we have: 
M.z— mM 

(343) Im = “118° in e.m.u. 

Assuming that the quantity of electricity measured 

by the coulometer is the same as that discharged by 

the condenser, it is found that one e.m.u. of quantity 

is equal to 3(10)° e.s.u., of quantity within the limits 

of experimental error. 

(314) C$eJe = CmYn 


-since the unit of work in the two systems is the same. 
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.. The electrostatic unit of difference of potential 
is equal to 3(10)" electro-magnetic units of difference 
of potential. Since the volt is equal to (10)* e.m.u., 
one e.s.u. of difference of potential is equal to 300 volts. 

The assumption made in the preceding paragraph 
may be verified as follows: If in Fig. 49 the difference 
of potential across the measured resistance, R, is 
calculated in e.m.u., and measured by an electrometer 
in e.s.u., it is found that one e.s.u. of potential differ- 
ence is equal to 3(10)" e.m.u. of potential difference. 
In a similar way all other deductions made from this 
assumption may be verified within the limits of 
experimental error. 


Primary Cells.—If in an electrolyte, there be im- 
mersed two electrodes, for one of which the electrolyte 
has a greater affinity than for the other, there will be 
a difference of potential between the electrodes. 
Such an arrangement is called a primary cell. If the 
electrodes are connected by a conductor, current will 
be produced in the circuit. The chemical energy of 
the cell is converted into electrical energy; and the 
electrical energy is converted, by the conductor, into 
heat or other forms. The work per unit quantity, 
in converting the chemical energy into electrical 
energy, is called the electro-motive force (e.m.f.), of 
the cell. 


Standard Cells.—A standard cell is a primary cell 
which maintains a definite constant difference of 
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potential between the terminals of the cell. To main- 
tain the difference of potential constant, the cell is 
used as a source of minute currents only. Some 
common forms of standard cells are the following: 


Cell. Diff. of Pot. Temp. 
lorie ne Ae ins as eee ao ooevolt, ie (Ch 
WIGSTON ee 5 aitreynre ere et et 1.0183 volt. PAVE (Ch 


Capacity.—Capacity has been defined in the electro- 
static system as: 


(315) C= (200) 


It is defined by the same relation in the electro- 
magnetic system. The unit of capacity is called the 
electro-magnetic unit of capacity if the quantity and 
the difference of potential are expressed in electro- 
magnetic units. As an illustration, unit capacity, 
in the electro-magnetic system, is a capacity of such 
magnitude that it would be charged to one electro- 
magnetic unit of difference of potential by one e.m.u. 
of quantity of electricity. Since the e.m.u. of quan- 
tity is equal to 3(10)” e.s.u., and the e.m.u. of dif- 


sel 1 
ference of potential is equal to 3(10)% e.s.u., the 


e.m.u. of capacity is 9(10)" e.s.u. The wit of capa- 

city is called the farad, or practical unit of capacity, 

if the difference of potential is expressed in volts and 
10 
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the quantity is expressed in coulombs; e. g., the farad 
is a capacity of such magnitude that it would be 
charged to a difference of potential of one volt by 
one coulomb of electricity. Since the coulomb is 
(10)— e.m.u., and the volt is (10)® e.m.u., the farad is 
(10) e.m.u. of capacity. This is a very large unit. 
The one millionth part of the farad, called the micro- 
farad, is commonly used. 


One e.m.u. of capacity = 9(10)” es.u. of capacity 
(Number of e.m.u. of capacity) - (9) - (10)? 
= (Number of e.s.u. of capacity) 
One farad = (10)-* e.m.u. of capacity 
(Number of farads) 
= (10)9- (Number of e.m.u. of capacity) 
One micro-farad = (10)- of a farad. 
(Number of micro-farads) = 
(10)®- (Number of farads) 


PROBLEMS. 


74. What current would have to flow for an hour through a 
resistance of 42 ohms in order that the heat produced might raise 
the temperature of one kilogram of water from 0 to the boiling 
point? Ans. 1.66 amp. 

75. The resistance of a hot carbon filament in an incandescent 
lamp was 200 ohms. If the filament is connected, by leads of 
negligible resistance, to a difference of potential of 110 volts, 
how much electrical energy is converted in one hour? 

Ans. 217,800 joules. 

76. A parallel plate condenser is made of 101 rectangular 
plates each 7.48 cm. X 19 cm. The intermediate layers are of 
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paraffine 0.005 cm. thick and of specific inductive capacity twice 
that of air. What is its capacity in micro-farads? 
Ans. 0.499 micro-farad, 


77. If the plates of a condenser, having a capacity of 0.7 
micro-farad, are connected to a difference of potential of 100 
volts, what quantity of electricity will be on the plates? 

Ans. .00007 coulomb. 


78. If a static machine is made to discharge through a circuit 
containing a silver coulometer, how many e.s.u. of electricity 
are necessary to deposit one milligram of silver? 

Ans. (2.7)(10)° e.s.u. of quantity. 


CHAPTER X. 
NETWORKS OF CONDUCTORS. 


Kirchhoff’s Laws.—If the conductor joining a source 
of difference of potential, consists of several parts, as 
in Fig. 50 or Fig. 51 or any combination of the two, 
it is called a network of conductors. If at any point 
in a network of conductors, the currents whose posi- 
tive directions are toward the point are reckoned 
positive and the currents whose positive directions 
are away from the point are reckoned negative, the 
algebraic sum of the currents is equal to zero. 


(320) x= 0 


This law was experimentally demonstrated by Kirch- 
hoff. 

If, starting at any point in a network of conductors, 
a quantity of electricity makes a complete cycle back 
to its initial position, the work done upon it is equal 
to the work done by it. The amount of energy con- 
verted into electrical energy, in going from places of 
low to those of high potential, must equal the amount 
of electrical energy converted into heat in going from 
points of high to points of low potential. 


Z(emf.) — ZRi = 0 
132 
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or if the fall of potential due to resistance is reckoned 
as a negative electro-motive force, the expression may 
be written: 

(321) Le = 0 


This is called Kirchhoff’s law for electro-motive forces. 
These two laws, together with Ohm’s law, are used to 
establish many propositions concerning the electric 
circuit. 

Resistances in Series.—If a number of resistances 
Ri, Ro, Rs, ete., are joined to a difference of potential, e, 
as in Fig. 50, they are said to be joined in series. 


Fia. 50. 


Let R = resistance of the combination. 
difference of potential at the ends of the 
resistance, FR. 


® 
ll 


« = current in the resistance, R. 


e= Rh (311) 


ie) 
ct 
SS 
S 
I 


potential difference between the ends of Ai. 


aq, = current in RF. 
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a= Ry _ From (311). 
& = Row From (811). 
és; = R33 From (3811). 
ClGs 
(322) e=ateatest--: (321) 


L=h = & = 13 = ete) 
Substituting in equation (322): 


(323) Ri = Rwy i Rote <3 Rst3 hake 


Divide by ¢. 
(324) R=Rh+R+R+:- 
If 

R= = R= -:-- 
(825) R => nk, 


Resistances in Parallel.—If a number of resistances, 
R,, Ro, Rs, etc., are joined to a source of difference of 
potential, ¢, as in Fig. 51, they are said to be joined in 
parallel. 


Let R = resistance of the combination. 


eé = difference of potential at the ends of R. 


2. 
II 


current in R. 
6é= hi (311) 
-Let e: = potential difference between the ends of Rj. 


a4 = current in fj. 
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a= ky From (311). 
é. = Rory From (811). 
e3 = Reis From (311). 
etc. 
(326) 1=4%+tH+34+--:- (320) 
€= & = & = 63 = -:-, ete. 


Bray aL. 


Substituting in equation (326): 


(327) Fiz iin oR ee 
divide by e. 
1 1 il 1 
(328) heer p np ae 
If 
R= ike = Kk, = 
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In which n = number of conductors joined in parallel. 
Compare these equations, (324) and (328), with those 
for capacity in series and capacity in parallel, (206) 
and (208). , 


Specific Resistance. —In homogeneous conductors 
of uniform cross section: 


(339) Ret (325) 


In which J is the length of the resistance, R. 

If two homogeneous conductors of uniform cross- 
section and equal in length, are joined to the same 
source of difference of potential, points, in the two 
conductors, which are equally distant from the same 
terminal, will be at the same potential. .°. The con- 
ductors may be placed together in continuous contact, 
without changing electrical conditions. A conductor 
of uniform cross-section may be regarded as made up 
of m conductors in parallel. .°. For a conductor of 
uniform cross-section, 8, 


(331) Ra - (329) 


s 
Combining these two expressions, (330) and (331), 


(332) R= re 


In which y is the constant of proportionality. It is 
called specific resistance. It is numerically equal to 
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the resistance, in ohms, of a conductor one em. long 
and one sq. cm. in cross-section. Values for some 
substances are given in the following table. 


Specific Resist- 


Substance. ance at 0° C. 
Silver (annealed)............. .00000146 ohm, for a conduc- 
Silver (hard drawn)........... 158 tor one cm. long 
Copper (annealed)............ 158 and one sq. cm. in 
Copper (hard drawn).......... 162 cross-section. 
Aluminium (annealed)......... 291 
Platinum (annealed)........... 904 
Tronecannes led), seieiam sacar. a3 969 
Nickel (annealed)............. .00001243 
Mer GUL yrereetetaceete eiiera a ane 941 
German silveteya oe a3: pee oe 209 
German silver (commercial wire) 35 
Carbon nlamente so. ee 004 


Temperature Coefficient.—The resistance of a con- 
ductor is found, by experiment, to depend upon the 
temperature. It may be expressed by the empirical 
formula: 


(333) R=R(l+tal+ pI?+ --:) 


In which 7 = change in temperature. If T is small 
terms with powers of 7 higher than the first may be 
neglected. If both 8 and 7? are very small. 


(334) = R= eT) 


The coefficient a is called the “temperature coeffictent.” 
For small differences of temperature the temperature 
coefficient may be considered a linear function of the 
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change in temperature. For pure metals, a = .00366. 
For other substances a may be positive, negative, or 
equal to zero. The value for carbon filament is 
negative. The following table gives the mean value 
of the temperature coefficient between 100° C. and 
— 100°C. 


Mean. Temp. Coeff. 
between — 100° and 


Substance. + 100° C. 
Aluminium substance (hard drawn)............ .00446 
Copper (electrolytic, annealed)................ .00431 
Plato (annealed) meewewrnetrte cate aceite .00341 
Silver: (puretwire)ie.©.< cares ses eeveseemie cies eea mote .00377 
German silver (commercial wire).............- .00035 
Phosphor-bronze (commercial wire)...........- .00070 
@arbonshilamentaarmcri renee eee ee OU 
Platinoid (Martino’s platinoid) (1 to 2 per cent. of 

{HUUAVNSINC VAD y veal y Ge nares hose He Ree .00025 
Platinum silver (66.7 per cent. silver + 33.3 per 

CS ikys Val ERet On ene come ean ot boncomeh 6b F .00024 
Manganin (Cu 84 per cent., Mn 12 per cent., Ni 4 


DELNCEN) vatcacs cerns elaine Ser reset .0000 at 15° 


In the construction of standard resistances it is 
preferable to use substances having a very small 
temperature coefficient. For this purpose various 
alloys have been placed on the market. They are 
known to the “trade” by special names, e. g., man- 
ganin, constantan, etc. Manganin has, at ordinary 
temperatures, a very small coefficient which is positive 
at ordinary temperatures, approaches zero as the 
temperature is increased and finally becomes negative. 
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Wheatstone’s Bridge.—A common method for com- 
parison of resistances, is that known as the Wheatstone- 
bridge method. The bridge consists essentially of 
four arms, Ri, Re, R3, Rs, which may be conventionally 
arranged as in Fig. 52. In the figure, e is a source of 
difference of potential and G is the galvanometer. 
When there is no deflection of the galvanometer, 


tg = 0 
V2 = V3 
also 
4 = h From (320). 
and 
ig = 14 From (320). 
4=V.—Vi 
es — V3 = Vi 
Gy = 62 


Fig. 52. 
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In a similar way: 


(335) €2 = 4 
By Ohm’s law ’ 
(336) a= hn 
(337) € = Roto 
(338) és = Rots 
(339) eg = Reig 
Dividing (336) by (337) and substituting for 2%: 
Ry (Al 
(340) piaes 
Dividing (338) by (339) and substituting for 73: 
Rs cae 3 
(341) heey 
But 
ey = é3 
(Z) ri €4 
fink 
(342) wena ay 
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Slide-wire Bridge.—In the slide-wire bridge or slid- 
ing contact bridge, two of the arms, R; and R,, Fig. 
53, consist of a homogeneous wire of uniform cross- 
section. The sliding contact, C, is adjusted until a 
point on the wire is found where, on pressing both 
keys, C and K, no current is indicated by the gal- 
vanometer, G. A comparison of this bridge with that 
shown in Fig. 52 will show that: 


(343) ie =i From (342). 
, ” ‘ 
(344) R - i: From (343). 


Let J; = length of the resistance Rj. 
l, = length of the resistance Ro. 


(345) ein From (832). 


(346) Raa L R, From (344) and (345). 
Potentiometer.—The potentiometer is an instrument 
for comparing two differences of potential. A com- 
mon form, Fig. 54, consists of a wire of uniform cross- 
section, joined to a constant source of difference of 
potential, e, which is greater than the difference of 
potential of either of the two to be compared. 
‘Let e, and e¢, be the standard and the unknown dif- 
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ference of potential to be compared. Throw the 
switch, K, so as to connect the unknown in the gal- 
vanometer circuit. Adjust the sliding contact until a 


Fie. 54. 


length, i, is found at which no deflection of the gal- 
vanometer is produced. Repeat the process with the 
standard in the galvanometer circuit. Call the length 
found J,.. Since the wire is uniform: 


h Ry 


(347) ham 


From (332.) 


With the unknown 
(348) a= hy 
With the standard 
(349) & = Ror 
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In which R, and R, are the resistances of J, and h. 
é, and e are the difference of potentials 
between the ends of J, and J, respectively. 


If the current is kept constant through the wire while 
the measurements are made: 


(359) h=th 
(Al it Ri 
(351) Sas 
From (348), (349) and (350). 
(352) 2 & a From (351) and (347). 
2 2 


The difference of potential, resistance and current in 
the galvanometer circuit will be: 


(353) ég = Rete 
(354) €g = ex —& 
(355) Be eA ae Tain 
But 
Dn) For no deflection. 
(356) ex = 4 


In a similar way it can be shown that: 


(357) eg = & 
ex _ hh 
(358) eel, 


From (852), (356) and (357). 
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Power.—In every conversion of energy the power at 
any instant is defined as the ratio of the work, done 
in a time f, to the time, provided the time is so small 
that the ratio may be considered a constant. 


W 


(359) | ae 


By definition. 


If ¢ is not small as indicated above, p represents the 
average power. 


W = eq (309) 

(360) p= > 
q=it (300) 

(361) | ess = @-% 


Which means that, in an electric circuit, the power 
converted by any part, is equal to the product of the 
current in that part times the difference of potential 
across its terminals. The power, p, is in practical 
units or watts, if the work is in joules and the time is in 
seconds. Instead of stating the work in joules, elec- 
tricians frequently state it in “watt-hours,” or in 
“kilowatt-hours.” 


One watt-hour = 3,600 joules 


Equation (361) is the general expression for power 
consumed between any two points in a circuit. It 
applies to all forms of electric converters. In the 
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case of a simple conductor the difference of potential 
between two points is: 

e= hi By Ohm’s law. 
(362) (2 pH he From (361). 


These two expressions apply to the resistance between 
two points within an electrolyte. 

Line Loss.—The power consumed in the leads, from 
the source of potential difference to the point at which 
it is converted, is sometimes called the “loss in the 
line” or the Ri? loss. The difference of potential 
across the terminals of the converter is less than that 
of the source. This difference is called the “drop” 
in potential difference of the line or the “ Ri drop.” 


PROBLEMS. 


79. If the addition of 5 ohms to a circuit reduces the current 
to 0.7 of its former value, how many ohms should be added to 
reduce the current to 1/4 of its original value, the potential 
difference remaining constant? What is the resistance of the 
original circuit? 

Ans. 11.67— ohms, original resistance. 
35.0 + ohms, to be added. 


80. Two wires have resistances of 36 ohms and 45 ohms re- 
spectively. They are connected in parallel so that the total 
current, in both branches, is 9 amperes. What is the joint re- 
sistance, and what is the current in each branch? 

Ans. 20 ohms joint resistance. 
5 amperes in 36 ohms. 
4 amperes in 45 ohms. 


81. Six conductors have the following resistance: 10, 15, 16, 
* 20,24, and 30 ohms respectively. They are connected to an 


11 
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e.m.f. of 15 volts, in the following order: the first two are in 
parallel, the third in series, and the last three in parallel. What 
is the current in the first two? 
Ans. 0.3 ampere in 10 ohms. 
0.2 ampere in 15 ohms. 


82. The poles of a battery of 5 cells, in series, are connected 
by a wire 8 meters long, having a resistance of 1/2 ohm per meter. 
Each cell has an e.m.f. of 1.4 volts and a resistance of 2 ohms. 
Find the distance between two points on the wire so that their 
difference of potential shall be one volt. 

How many calories of heat per minute are given off by the 
wire between these two points? 

Ans. 4 meters. 
7.16 calories per minute. ° 


83. A length of uniform wire, of resistance 12 ohms, is bent 
into a circle. Two points, a quarter of the circumference apart, 
are connected, by a wire of resistance 0.6 ohm, with a battery 
of resistance 0.5 ohm and e.m.f. of 3 volts. Find the current 
in the different parts of the circuit. 

Ans. 0.895 ampere in 0.6 ohm. 
0.224 ampere three-quarters circumference. 
0.672 ampere one-quarter circumference. 


84. From the specific resistance of copper calculate the re- 
sistance of a double line of copper wire, 6.25 kilometers long, and 
0.7 cm. in diameter, allowing 2.5 per cent. for ‘‘ sag” and waste, 

Ans. 5.42 ohms, 


85. The resistance of a platinum coil at +20° C. is found to 
be 8.75 ohms. ‘The coil is plunged into a cold expanded gas and 
its resistance is found to be 5.30 ohms. What is the temperature 
of the gas? Ans. —96° C. 


86. It is found that there is no current through the galvanom- 
eter of a “ slide-wire ” bridge, when contact is made at a point 
53.8 cm. from the end of the wire, which is 100 cm. long. If the 
resistance in the homologous arm of the bridge is 38 ohms, what 
is the other resistance? Ans. 32.6-+ ohms. 
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87. The ends of an unknown resistance are connected to re- 
sistance of 15 ohms and 50 ohms respectively. To the free ends 
of the two latter resistances, a resistance of 10 ohms is con- 
nected. An e.m-f. of 1.2 volts is connected to the point, joining 
. the 10 ohm and the 15 ohm coils, and to the point joining the 
50 ohm coil with the unknown. A galvanometer is connected 
to the point joining the 10 and the 50 ohm coils, and to the point 
joining the 15 ohm coil to the unknown. When there is no 
current through the galvanometer find: 

(1) Resistance X. 

(2) Current in the network. 

(3) Current in each resistance. 

(4) Potential difference across each resistance. 


Ans. (1) 75 ohms. 

(2) 0.0333-+ ampere. 

(3) 0.0133-+ ampere in the 15 ohm coil. 
0.02 ampere in the 10 ohm coil. 

(4) 0.2 volt across the 10 ohm coil. 
1.0 volt across the 50 ohm coil. 
0.2 volt across the 15 ohm coil. 
1.0 volt across the X ohm coil. 


88. In comparing the e.m.f. of a dry cell with that of a standard 
Daniell cell of 1.10 volts, by a wire potentiometer the drop of 
potential in 53.1 cm. of wire was found to balance the standard. 
The length required for the dry cell was 69.6 em. Find its emf. 

Ans. 1.44+ volts. 


89. How long can a 55 watt incandescent lamp be burned for 
one dollar if the cost is ten cents per kilowatt-hour? 
Ans. 182— hours. 


90. 33 kilowatts are required at a certain point. The resistance 
of the line from the dynamo to that place is 0.00733 ohm. If 
the difference of potential at that point is 1,000 volts, calculate 
the power lost in the line. Ans. 8 watts. 


91. If the resistance of one heating coil in a car is 500 ohms, 
and four such coils are joined in parallel, what is the resistance 
of the heating circuit? 
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What current flows if a difference of potential of 550 volts is 
maintained between the ends? Calculate the power in watts. 
Find the cost of heating the car one hour at $.09 per kilowatt- 
hour. 

Ans. 125 ohms. 
4.4 amperes. 
2.41+ kilowatts. 
$0.22—. 


92. If 500 incandescent lamps, in parallel, are supplied with 
1/2 ampere each at 100 volts at the lamp terminal, and if the 
resistance of the line is 0.02 ohm, what is: the total current, 
power used in the lamps, power lost in the line, and voltage at 
the dynamo? 

Ans. 250 amperes. 
25 kilowatts. 
1.25 kilowatts. 
105 volts. 


93. It is desired to transmit 50 kilowatts at 200 volts, a distance 
of 1 mile, with a loss of 10 per cent. of the power generated. 
Calculate the resistance of the double line and diameter of the 
wire. 

Ans. 0.08 ohm. 
2.86-+ cm. diameter. 

94. A power station must transmit 500 kilowatts at a 10 per 
cent. loss, over a double line of copper wire 10 miles long. Com- 
pare the resistance of the line and diameter of wire necessary 
at 100 volts with the resistance and diameter necessary for 
transinission at 50,000 volts. 

Ans. 0.002 ohm and 57.5 cm. diameter. 
500 ohms and 0,115 cm. diameter. 


CHAPTER XI. 
ELECTRODYNAMICS. 


Force Exerted on a Conductor Placed in a Magnetic 
Field.—The magnetic field due to a current is ex- 
pressed by Ampere’s formula: 


w= ils 7 sin 6 COS ox dl (229) 
0 


r- 


If a pole m is placed at the point P, the X component 
of the force exerted upon the pole is: 


eS hee From (2). 
a ar op 
(400) fzx= 2 t-sin 6-cos vy: dl 
From (229) and (2). 


By Newton’s third law this is numerically equal to 
the reaction on the conductor. 


215 


(401) fx= SBn-i-sin 6-cos gx dl 


In which £,, = the induction of the magnetic field at 
the element dj. It has the same 
direction as r. 
149 
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6 = angle between di and B,. 

¢x = angle between the X axis and the per- 
pendicular to the plane of dl and Bn. 

fx = component of the force in the direction 


of the X axis. 


Straight Conductor in a Uniform Field.—If the 
conductor is straight and the field uniform, £,,, sin 8, 
and cos ¢y are constant. 


l 

(402) fx = Bn-t-sin 6-cos oz | dl 
0 

(403) hse = L-B,,°7-sin 6-cos Ox 


If the conductor, field and the X axis are mutually 
perpendicular to each other, 


sin @ = 1 
COS yy = 1 
(404) f = 1-8-« Dropping subscripts. 


The force exerted upon a straight conductor per- 
pendicular to a uniform field, is equal to the continued 
product of the length of the conductor, the current and 


BiGwoa: 
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the induction. If the length is in centimeters, the 
current and induction in e.m.u. the force is in dynes. 
The relation of the current, the field, and the force 
are shown by diagram in Fig. 55. These directions 
are those of the right handed system of coordinates. 

Parallel Currents.—Let A and B, Fig. 56, represent 
two parallel currents in the same direction. First 


Fia. 56. 


consider the field at B due to A. The force on B, 
according to the relation given above, will be toward 
‘A. Similarly, the force on A in the field due to B, 
will be toward B. .*. Parallel currents having the 
same direction attract each other. 

Let A and C, Fig. 57, be two parallel currents in 


“f f ‘ f, 
K ees 
Fig. 57. 


opposite directions. The force on C in the field due 
to A will be away from A, according to the relation 
of the current, field and force. Similarly the reaction 
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on A will be equal and opposite, 7. e., away from C. 
.. Parallel currents in opposite directions repel each 
other. 


Rectangular Coil.—Let cec’e’, Fig. 58, represent a 
rectangular coil free to rotate about an axis parallel to 


raoSs 


one side, and perpendicular to a uniform magnetic 
field. Since the direction of the forces, exerted upon 
the end branches, b, are parallel to the axis of rotation, 
the moment due to them, about this axis is equal to 
Zero. 


Let Z = sum of the moments tending to produce 
rotation about the axis, 0, Fig. 59 
I, = moment on the side cc’. 
I, = moment on the side ee’. 
Let fi and fo be the forces on the sides. 
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Let d, and d, be the moment arms of f; and fp respec- 


tively. 
L=h+I, 
I, = fic 
I, = fede 
fi = lpe 
fo = — Upt 
L = Igi(d, — d&) 


d, — d, = b-cos 6, 
L = 1-B-1-b-cos 6, 
l-b=A Area enclosed by coil. 
(405) L = A-B-i-cos 6, For one turn. 
(406) . L = n-A-B-t-cos 6, For n turns. 


This is the expression for the moment of the force, 
due to the current, tending to rotate a rectangular 
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coil about an axis which is parallel to one side of the 
coil and perpendicular to the field in which the coil is 
placed. It is equal to the continued product of the 
number of turns, by the area of the coil, by the mag- 
netic induction through that area, by the current in 
the coil, by the cosine of the angle between the direc- 
tion of the field and plane of the coil. 


D’Arsonval System.—In this system a rectangular 
coil, of the preceding type, is suspended by an elastic 
fiber. By Hooke’s law 


(407) L'’= — K’'¢ See Fig. 58. 


In which yg = the angle through which the fiber is 
twisted from the initial position of the coil, gh. 


K’ = moment of torsion of the fiber. 
L’ = moment of the restoring force. 


For equilibrium the sum of the moments must equal 
zero. .. The moment of the restoring force plus the 
moment of the force due to the current (406), must 
equal zero. 


(408) L-+ L'=0 
(409) n-A-B-t-cos 6; = K’y From (406) and (407). 


K’ 


4] eee 
B10) n-A-B-cos 6, a 
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If 
cos 6; = 1 
See tae 
(411) | ie Ee pea 


If, in addition to the above, the angular deflection is 
small, the angle may be taken as proportional to the 
deflection. 


Let D = deflection as observed. See appendix on 
method of telescope and scale. 
K" = constant of proportionality. 


(412) g=Kk"-D 
If all the constant terms are combined in one term, K, 
(413) i= K-D 


.. For small deflections, the current is proportional 
to the deflection. The constant of proportionality 
may be determined by the principle of Ohm’s law, 
thus calibrating the instrument by a known current. 
The latter is calculated in terms of standard resistances 
and e.m.f. of a standard cell. 


Weston Type.—The Weston instrument is a port- 
able type of the D’Arsonval galvanometer, In this 
type the coil is suspended by jewel bearings, and in a 
radial field. The elastic force of restitution is due 
to two spiral springs which also serve the purpose of 
leads to the moving coil. The radial field is obtained 
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by the introduction of soft iron pole-pieces and a soft 
iron core. Fig. 60. The coil is arranged to rotate 


Fic. 60. 


about the latter. In this device 6, is constantly kept 
equal to zero as ¢ varies through a wide range, 2. ¢., 
of about 90 degrees. 

cos 6, = 1 


The angle ¢ can be measured accurately by means of a 
pointer and graduated scale. Let 7- = current in the 
moving coil. 


(414) 1 = K-D 


In which D = deflection. If the instrument is prop- 
erly adjusted, it is the reading on the graduated scale. 

Ammeters and Volt-Meters.—In order that an in- 
strument of the Weston type may be used to measure 
a wide range of currents, a system of shunts is made 
use of. The ammeter with its shunt is connected in 
series with the circuit. 


4 =U, + tc 
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Icke = ishs (811) 
Re . 
ve R, te 
Mette 
trees 
TED (413) 
(414) t= Ket p 


Fig. 61. 


In which 7 = current in the main circuit or line. 
K =a constant depending upon the mo- 
ment of torsion of the fiber, number 
of turns in the coil, ete. 
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R,. and 7, are the resistance and current in 
the coil. 

R, and i, are the resistance and current in 
the shunt. 

D = angular deflection. 


By use of different shunts, the relation between the 
current and scale reading can be varied through a 
wide range. If it is desired to multiply the scale- 
reading by a whole number, x, to obtain the value of 
the current in the line, the value of the shunt is calcu- 
lated as follows: 


(415) i= nic 

(416) n= wo 
1a 

(417) lites 


In the voltmeter a series resistance, Rn, Fig. 61, is 
used. The voltmeter with its series resistance is 
placed in parallel with the circuit. 

Let R, and 7, be the resistance and current in the coil 
of the instrument. 
e = (Rn + Re)te 
toa) (413) 
(418) e= K(R, + R.)-D 


By use of different resistances in series, the relation 
between the voltage and scale reading can be varied 
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through a wide range. For this reason R,, is called a 
“multiplier.” If it is desired to multiply the scale 
reading by a whole number, n, the value of the multi- 
plier is calculated as follows: 


(419) €= ne, 


In which e, = difference of potential between the ends 
of the coil 
c= Rae 


(420) Rn = (n— WR 


The same instrument may be used as an ammeter 
and as a voltmeter through a wide range of values, by 
use of a system of shunts and multipliers. 


PROBLEMS. 


100. An ammeter requires 0.006 ampere through the coil, for 
a scale deflection of six units. The resistance of the coil is 
measured and found to be 4ohms. What must be the resistance 
of the shunt so that one ampere in the main circuit shall give 
unit deflection on the scale? Ans. 0.00400+ ohm. 


101. An ammeter is connected in series with an absolute 
tangent galvanometer. The galvanometer consists of a single 
coil 30 cm. in diameter. It is set up in a field of “ horizontal 
intensity ’’ 0.18 dyne per unit pole. The deflection of the gal- 
vanometer is tan-! 0.0105 when the deflection of the ammeter: 
is 4.5+ divisions. If the resistance of the coil is 5 ohms, what 
must be the resistance of the shunt so the ammeter will be de- 
flected one division for one ampere in the main circuit? 

Ans. 0.05 ohm. 


102. The resistance coil of a Weston milli-voltmeter is 10 
_ohms and the resistance of the moving coil part is 8 ohms. It is 
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found that 0.2 volt gives a reading of 200 divisions. What 
current through the coil deflects it one division? If the 10 ohms 
be removed, what resistance must replace it so 100 volts will 
give a deflection of 110 divisions? 
Ans. 0.0000556 ampere. 
18,000 ohms. 


103. A Weston volt-meter has a coil resistance of 1.8 ohms, 
and a series resistance of 998.2 ohms. One volt is indicated by a 
deflection of one division. How can the same coil be shunted 
for use as an ammeter so one ampere in the main circuit causes 
a deflection of 100 divisions? Ans. 0.2 ohm. 


104. There are 60 numbered divisions on the scale of a certain 
Weston instrument. The resistance of its coil is 5 ohms. A 
current of 3/50 ampere through the coil gives a full scale de- 
flection. What auxiliary resistance is necessary to use the in- 
strument as: 

(a) A volt-meter reading volts direct? 
(b) An ammeter reading amperes direct? 
Ans. Shunt of 0.00500+ ohm for ammeter. 
Multiplier of 995 ohms for voltmeter. 


CHAPTER XII. 
ELECTRO-MAGNETIC INDUCTION. 


If part of a circuit having a sensitive galvanometer 
in series, Fig. 62, is moved across a magnetic field, 


Fic. 62. 


there will be a deflection in the galvanometer. From 
this fact and Ohm’s law it is inferred that an e.m.f. 
is induced in the conductor. This process is called 
electro-magnetic induction. The experiment is due 
to Faraday, who showed experimentally that the 
induced e.m.f. is proportional to the rate at which 
the conductor cuts across the field. The direction of 
the induced e.m.f. is such that the force due to the 
induced current opposes the motion of the conductor. 
This statement is known as Lenz’s law. The elec- 
trical work done by the induced e.m.f. and induced 
12 161 
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current, is numerically equal to the work done, in 
moving the conductor against the force due to the 
induced current. If the conductor is moved during 
an element of time, dt, the electrical work done is: 


(425) dw = e-t-dt From (300) and (309). 


If the distance moved in the time df, is dz, the mechan- 
ical work done is: 


(426) dw = fx-dx 
In which 

fr= fi-g-sin §-cos gx dl (401) 
(427) dw = fi-B-sin 0-cos yy-dl-da 


From the law of conservation of energy, dw must be 
equal in (425) and (427). 


(428) 6 f6-sin 6-cos gy: dl-dx 


The right-hand member may be expressed in terms of 
the flux through the element of surface swept out by 
the conductor, as follows: 


g = B-S-cosa (38) 

S' = S-cosa Fig. 63. 
ee ae 

S’ = ab x ed 

ab = dlsin 6 


cd = dx cos vx 
S’ = dl-sin 6-dz-cos vx 


ELECTRO-MAGNETIC INDUCTION. 1638 


If dg = the flux through the element of surface swept 
out by the conductor, instead of ¢, 


(440) dg = Jf 8-sin 0-cos gy: dl-dx 
(445) “. edt = de 

af eu e 
(450) Se ay 


The e.m.f. induced in a conductor at any instant is 
numerically equal to the ratio of the flux though the 


Fig. 63. 


element of surface swept out by the conductor, to the 
element of time. This is called the instantaneous value 
of the induced e.m.f. The average value of the 
induced e.m.f. may be defined as the ratio of the 
total normal induction or flux, through the surface 
swept out by the conductor, to the time. 


(451) Ey = 


In which £ is in e.m.u. when ¢ is in e.m.u. and ¢ in 
- seconds. When E is in volts, 7. e., in practical units, 
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the flux, must be in practical units. .°. The practical 
‘unit of flux = (10)8 e.m.u. of flux. 

Applications.—In the case of a straight conductor in 
a uniform field, the terms shown in parentheses are the 
same for all elements. 


dy = Jf (B-sin 6-cos gy:dx)-dl (440) 
dg = B-sin 6-cos vy-dx- f dl 


for a straight conductor. 


(452) dg = 1-B-sin 6-cos gy: dx 
dp ‘ det 

(453) ahaa -B-sin 6-cOSs gx: di 

(454) e = [-B-sin 0-cos gy: 


In which v = velocity with which the conductor is 
moved. If the direction of field, conductor and 
motion are mutually perpendicular, 


(455) e = 1-B+y 


Closed Circuits.—Let abc, Fig. 64, represent a closed 
conductor forming a closed curve in a magnetic field. 


Let yg: = total normal induction through a surface 
bounded by the conductor. 

Let the conductor be moved an elementary distance 
or the form of the curve changed by an 
infinitesimal amount. 
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Let g = total normal induction through the surface 
bounded by the conductor after the 
change. 

(456) dp=a-v 


In which dg = the total normal induction through 
the surface swept out by the conductor during the 
change. It is represented by the shaded portion in 
the figure. 


¢2 — ¢i1 = change of total normal induction through 
the surface enclosed by the conductor. If this change 
takes place in the time dt, 


(457) | e= 2 From (450) and (456). 
This may be written in the same form as (450). 


(458) rhs 


In which ¢ = total normal induction through the 
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surface bounded by the conductor, or the total flux 
enclosed by the conductor. 

The e.m.f. induced in a conductor forming a closed 
curve, is numerically equal to the time rate of change 
of the flux enclosed by the conductor. 


Coefficients of Induction.—If, instead of moving the 
conductor across the magnetic field, the conductor is 
fixed and the magnetic field moved, Fig. 65, an e.m-f. 


N 
( < 
° 


Fie. 65. 


is induced. The direction of the induced e.m.f. is 
such that the force due to the induced current, opposes 
the relative motion of the field and conductor. The 
essential characteristic of electro-magnetic induction 
is the change in the relation of the conductor to the 
distribution of the intensity of the magnetic field. 
This change, in the relation of the conductor to the 
distribution of the magnetic field, may be due to the 
variation of a current in a second conductor, Fig. 66. 
Even though the geometrical relations of two con- 
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ductors or a number of conductors remain fixed, if 
the current in one conductor changes, the distribution 
of the flux, due to that current, changes its relation 


Fic. 66. 


to the conductor itself and to every other conductor in 
space. The value of the induced e.m.f. in each con- 
ductor, is the rate at which this change, in the relation 
of the flux to the conductor, takes place. 

The ratio of the change of flux across a conductor, 
to the change of the current, to which the change of 
flux is due, is called a coefficient of induction. Coeffi- 
cients of induction are of two kinds: the coefficient of 
self-induction and the coefficient of mutual induction. 

Self-induction.—If the change of flux across the con- 
ductor is due to the change of current in the conductor 
itself, the coefficient is called self-induction or self- 
inductance. It is represented by the symbol L. 


co) T= ah 
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In which dy; = change of flux across the conductor. 
di; = change in current in the conductor. 


If this change of flux takes place in the time dt we have: 


der diy 
(461) ap Le 
en ee ate 
(462) 2 = Eo 


In which e¢ is called the e.m.f. of self-induction. Its 
direction in the conductor is such that it always 
opposes the change of current. 

If the geometrical relations remain constant and yu 
is constant, there is a constant relation between the 
current and flux due to that current. L is therefore 
constant and 


(463) ey ia 


Mutual Induction.—If the change of flux across the 
conductor is due to the change of current in a second 
conductor, the coefficient is called mutual induction or 
mutual inductance. It is represented by the symbol 
M. If the coefficient of mutual inductance is large, 
the circuits are said to be magnetically related. 


_ der 


(465) Mo 
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In which dg, = change of flux across the first con- 
ductor. 

diz = change of current in the second con- 
ductor. 


Unit Inductance.—The wnit of inductance is called 
the e.m.u. of inductance, if the flux and the current are 
expressed in e.m.u. The unit of inductance is called 
the “practical unit of inductance” or the “henry,” 
if the unit of flux is the practical unit of flux or (10)§ 
e.m.u. of flux, and the unit of current is the ampere. 


One henry = (10)° e.m.u. of inductance. 
(466) (Number of henries)(10)? = 


(Number of e.m.u. of inductance). 


One henry is an inductance of such a magnitude that a 
variation of one ampere produces a variation of (10)? 
e.m.u. of flux through the area bounded by the con- 
ductor in which the e.m.f. is induced. This is a large 
unit. of inductance. The one thousandth part of the 
henry, called the “milli-henry,”’ is in common use. 


(467) (Number of milli-henries) (10)® 
= (Number of e.m.u. of inductance). 


If the change of flux, in equation (465), takes place 
in the time di, 


(468) = Mm 
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(469) yer aN) oer 
From (468) and (457). 


In which ¢ is called the e.m.f. of mutual inductance. 

If the geometrical relations of the two circuits re- 
main constant and yu is constant, there is a constant 
relation between the flux cutting across one conductor 
and the current, in the second conductor, to which this 
flux is due. 


(470) M=2 


The coefficients of induction for conductors in air, 
therefore depend upon the geometrical forms of the 
conductors only and can be calculated independent of 
any other electrical quantity. 


PROBLEMS. 


110. A horizontal wire one meter long, at right angles to the 
earth’s magnetic meridian, was moved vertically with a velocity 
of 1,000 cm. per second. The horizontal intensity of the earth’s 
field being 0.2 dyne per unit pole, what e.m.f. was induced, in 
volts? What flux was cut in two seconds? In one second? 


CHAPTER XIIL. 
MAGNETIC CIRCUITS. 


Let abe, Fig. 67, represent any closed circuit. Let 
P be any point. Let m be a magnetic pole at P. As 
m is moved an infinitesimal distance, the flux through 
a surface, enclosed by abc, varies. Ane.m.f. is induced 
and the work done is: 

dw=e-1%- dt (425) 
In which e = induced e.m.f. 
2 = current in the conductor. 


(471) w= feidt 
de 
as 
(472) w= fi-de 
dy = BcosadS 


In which a@ is the angle between @ and the normal to the 
surface at that point. 
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(473) 
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m 
peg (51) 
. eosa: dS 
WwW = TD . a ge 


Let dw = elementary solid angle subtended by dS. 


(474) 


(475) 


dS - cosa 
dw = - 
ie 
2 
o= m:%-+dw 


From (473) and (474). 


If both m and 2 are constant, 


(476) 


Og 
w= mi f dw 
1 


If m is moved by any path back to its initial position, 


(477) 


ow = w+ 4r-N 


In which N = the number of times the path of m 
interlinks the conductor. 


(478) 


w=4r-N-m-72 


From (476) and (477). 


This expression is known as Weber’s law. 
If in this equation 


(479) 


N=0 


w= 0 


The pole, m, may be moved in a closed curve without 
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interlinking the conductor. In this case the algebraic 
sum of the work done is equal to zero. 

Anchor Ring.—If a long solenoid is bent back upon 
itself in the form of a ring, it is called an anchor-ring, 
Fig. 68. 


Let N = number of turns on the anchor-ring. 
@ = current. 
H# = intensity of field, due to 7, in the circular 
axis of the anchor-ring. 


If a pole, m, is moved along the circular axis one 
complete revolution, it goes about each turn of the 
conductor once. 


(478) 
But 


(480). w=m-H-] 
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In which / = length of the circular axis of the anchor- 
ring. 
H = field due to the current. 
m = pole moved along the axis. 


4r Ni 
l 
From (478) and (480). 


(481) a= 


Average Intensity in the Core.—Starting at any 
point in the core of the anchor-ring, and completing a 
eycle by any path through the core, parallel to the 
axis. 


w = 4rNmi (478) 
Let ’ = intensity along the path. 
l’ = length of the path. 
(482) w= mH’! 
(483) Al’ = Hl 


From (478), (480) and (482). 


Hl along any path through the core isthe same. Since 
l along the axis is the average length of path, # along 
the axis is the average intensity inside the core of the 
anchor-ring. 


Rowland’s Law.—If the permeability of the core of 
the anchor-ring is equal to yp, 


= pt (50) 
(485) Ba ae 
From (481) and (50). 
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If g = flux through the cross section of the core, 


g=B6-S 
_ AnNi 


Pe) 


This expression is called Rowland’s law. It is said 
to be analogous to Ohm’s law, but the analogy is 
purely mathematical. 


(486) 


Magneto-motive Force.—Magneto-motive force is 
defined as the work per unit pole in carrying a pole 
about a current. It is represented by the symbol Mt. 


(490) | = — 


It is the same for every closed cycle along the magnetic 
whorl, or magnetic circuit. 


(491) MH=4-7-N-2 
From (478) and (490). 


The expression //yS is called reluctance. It is repre- 


sented by the symbol #. .°. Equation (486) can be 
written: 

mM 
(492) bse 


i. e., the flux, magneto-motive force, and the reluctance 
have the same mathematical relation to each other 
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in a magnetic circuit, as the current, electro-motive 
force, and resistance have in an electric current. In - 
this analogy, /J/u bears the same relation to the reluc- 
tance as the specific resistance, y, bears to the resist- 
ance. The latter is a constant for constant tem- 
peratures and is independent of the e.m.f., « however, 
is not a constant. It is a function of the magneto- 
motive force (m.m.f.). 

If the magnetic circuit is composed of parts of 
different permeability, the flux through every com- 
plete cross-section of the magnetic circuit is the same, 
a. €., the resultant induction due to the magnetizing 
force of the current and that due to the magnetism 
induced on the surface of separation between the parts 
of different permeability, is continuous through the 
surface. This may be shown as follows. If the 
magnetic circuit is cut across a closed electric circuit 
in which the current is maintained constant, the flux 
enclosed by the circuit increases from zero to a 
maximum and back again to zero in the opposite 
direction. Therefore the work done is, by Weber’s 
law, equal to zero. 


w= fi-dy (472) 
UD = ifdg 
since the current is constant. But 


w= 0 


Se fag = (0 
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If the magnetic circuit is composed of substances of 
different permeabilities in series, 


(493) J =e 
For a small air gap in an iron circuit: 
igs 


In which J, = length of the iron circuit. 
l, = length of the air gap. 


Rowland’s law for such a circuit may be written: 


: An Ni 
(495) = 
[eas 


FREAINS 


Electrostatic Flux and Magnetic Flux.—The rela- 
tions of the quantities involved in Rowland’s law 
(486), are more nearly analogous to those involved in 
electrostatic flux. 

q=C-e (200) 
N = 4rCe_ From (137) and (200). 


For plate condenser, 
KA 


Ce 


(205) 


(496) N= 


“13 
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Compare the physical relations of these quantities 
with those existing between the quantities in Row- 
land’s law. See (1) and (100). 

Inducing Field.—If a substance of permeability py 
is placed in a magnetizing field, #, the intensity of 
magnetization will be such that the resultant induc- 
tion, through the surface of separation, is the same on 
both sides of the surface. 


py + Bi = bo + Be 


In which 6; and 6 are the inductions due to the in- 
duced magnetism. For components normal to the 
surface of separation: 


(497) (ui + Bi)cos a = (uA + By)cos a 
But 

2 cosa = B, cosa+ 4-r-d (71) 
(498)... ml cosa = mH cosat 4-r-d 


If the surface is perpendicular to the magnetizing force: 
cosa = I 

(499) J. mA = ph + 4-2-d 

If w = 1 in air, and B = me, 

(500) | B= H+ 4-7-5 


This represents the numerical relation generally used 
in work on magnetic induction. 
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Magnetization Curves.—If the intensity, H, of the 
magnetizing field, in which a piece of soft iron is 
placed, is increased from zero the iron is magnetized. 
The intensity of magnetization increases with the 
intensity of the magnetic field, #, but is not directly 
proportional to it. 

As H# is increased a value is reached at which the 
magnetization becomes constant and remains so after 
further increase of “#. This particular value of + is 
called the “saturation value.” 


Let pu 
B 


permeability of the iron. 
induction. 


B= pH By definition (33). 


The curve, I, Fig. 69, representing the variation of 
the induction with the intensity, as A increases from 
zero to the saturation value, is called the “magneti- 
zation curve” or “saturation curve.” If, now, the 
intensity of the magnetizing field is gradually de- 
creased to zero, the induction is decreased, but not to 
zero, II, Fig. 69. The corresponding values of @ are 
larger on the descending curve. The iron is not com- 
pletely demagnetized. The remaining magnetism is 
called “residual magnetism.” If the intensity of the 
magnetizing field is gradually increased from zero to 
the same saturation value in the opposite direction, 
the induction gradually decreases, passing through zero 
_to the maximum value in the opposite direction, ITI, 
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Fig. 69. If now the magnetizing field is gradually 
changed to zero, reversed, and increased to the first 
maximum, the curves, IV and V, Fig. 69, are traced. 
Curves II and III are symmetrical with IV and V. 


+20000 


eel 
piooo0| n/t |_| | 
sooo] [7 | | | | 


As the intensity of field executes a cycle of values, the 
intensity of magnetization executes a cycle but “lags” 
behind the intensity of the magnetizing field. This lag 
is called hysteresis and the curve II, III, IV, V, is 
called a hysteresis loop. 

Experimental Determination. These curves may 
be experimentally determined by the relation 


B= H+ 4rd (500) 


by plotting the corresponding values of Band #. The 
intensity of, is generally obtained by means of a 
solenoid or anchor-ring. Its value can be expressed 
in terms of the current and the constants of the coil. 


4 Ni 
ie e (481) or (248) 
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J may be determined in terms of the magnetic field 
due to the induced poles, by means of .a magnetometer. 
8 can then be calculated in terms of # and J and the 
corresponding values plotted. 


PROBLEMS. 


120. An anchor-ring having a circular axis of 20 cm. radius is 
wound with 600 turns of wire. If the current in the wire is 2 
amperes what is the intensity of the inducing field? 

121. Calculate the induction in an anchor-ring having a 
circular axis 18 cm. in diameter and wrapped with 800 turns of 
wire: the current in the wire being 0.2 ampere and the permea- 
bility of the core 900 e.m.u.? 

122. What current is necessary to produce an induction of 
8,000 e.m.u. in an iron core of permeability 1,000 and wrapped 
with 50 turns of wire per cm. of length of axis? 

123, Calculate the total magnetic flux through the core of an 
anchor-ring, from the following data: permeability = 1,800 
€.m.u., cross-section = 50 sq. cm., turns per cm. length of axis 
= 20, current = 0.5 ampere. 

124. A permanent magnet, 30 cm. long, is magnetized to an 
intensity of 700 e.m.u. The “ faces” are perpendicular to the 
axis of the magnet and have the dimensions 1 cm. X 1/2 cm. 
Calculate the pole strength. 

125. An iron magnet of cross-section 3,000 sq. cm., and 100.8 
cm. length of axis, is made in two parts separated by air gaps 
each 4 mm. long. The permeability of the iron is 1,800 e.m.u. 
Calculate the total reluctance. 

126. What current must be sent through the coil of an anchor- 
ring 8 cm. in radius to give 6,000 e.m.u. of induction, if there are 
450 turns in the coil and the permeability of the core is 900? 

127. Calculate the total flux through a cylinder of iron of 
permeability 1,200, if 30 turns per unit length be wrapped about 
it. The current through the coil is 0.6 ampere and the core is 
5 cm. in radius. 


CHAPTER XIV. 
ROTATING COIL IN A UNIFORM FIELD. 


Let abe, Fig. 70, represent a plane coil free to rotate 
about an axis, O, perpendicular to the uniform field 
and so placed that the plane of the coil is parallel 
to the axis of rotation. 


Let A = area enclosed by the coil. 
6 = angle between the direction of the field and 
plane of the coil. 
¢ = magnetic flux through the coil at any instant. 


(550) g = A-B-sin 0 


If the coil is rotating with a uniform angular velocity, 


Q, 


6 = at 
(551) g = A-B-sin ot 
d 
(552) oe = wA-B-coswt From (551). 
(553) e = wA-B-coswt From (450) and (552). 


If there are n turns in series in the coil, 
(554) e€ = n-w-A-B-cos wt 


When the plane of the coil is parallel to the field the 
182 
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rate of cutting the flux is greatest 7. e., when 


cos wt = | 

€ = Ess 
(555) Emax = NwAB 
(556) 6 = Emax COS of 


Eire. 70, 


In the last two equations EF is expressed in electro- 
magnetic units. If EH is to be expressed in volts, 


: e nwAB 
(557) Emax as (10)8 


Equation (554) represents the instantaneous value 
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of the induced e.m.f. This relation is called a har- 
monic function and may be shown graphically by 
plotting the values of e with corresponding values of 
wt. See Fig. 71. : 


Sie, 7k. 


Since the values of e¢ are alternately positive and 
negative, but can be arranged in pairs of the same 
numerical values, the average value of the induced 
e.m.f. is equal to zero. 

Rectification.—Let the terminals of the plane coil be 
connected to two half rings which are mounted upon 
the shaft of the axis of rotation but insulated from 
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each other. By means of two brushes these half- 
rings are connected to an external circuit. The 
brushes are so adjusted that they pass from one of 
the half-rings to the other as the value of the induced 
e.m.f. passes through zero. This causes the e.m.f. at 
the brushes to be always in the same direction. It 
may be plotted with the corresponding values of wt, 
as shown in Fig. 73. 


j LEG, 


WL ) 


BG odes. 


Average E.—The average value of this curve is not 
equal to zero. Its value is the average value for the 
first quarter turn as plotted in Fig. 73. As the plane of 
the coil is rotated from a position perpendicular to 
the field to the position parallel to the field, the flux 
enclosed by the conductor varies from A@ to 0. If 
the coil is rotating f revolutions per second, the time 


necessary for } revolution is 1/4f. 


Let ¢ = the maximum value of the flux enclosed by 
the coil. 


I 
hy 
BR 


a) 


fet 
=f 
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(558) Eww = 4AGf From (451). 
If there are n turns in series in the coil, 

(560) Ey, = 4nA6f 


The relation between the average and the maximum 
e.m.f. can be derived from equations (555) and (560) 


Emx = noABo (555) 
@ — 2-a-f 
2 
(561) co ier ae 
Tv 


Measurement of a Varying Electro-motive Force. 
—If the poles of a varying e.m.f. are connected to the 
plates of a weight-electrometer, there will be at any 
instant: 


2 
e= ‘ ae -f (154) 
2 
piee Sa f 
Let 
8rd? 
oi K, a constant 


== Kf 
for the successive values of e. 


er + e? + NOI eae Jets aia 
n 


ROTATING COIL IN A UNIFORM FIELD. 187 


The mean square value of the difference of potential is 
proportional to the average value of the force. The 
first member of the equation is always greater than 
zero, since every term is always positive, unless each 
term is equal to zero. .*. The average force is > 0. 


Let 


ae Gy ae ete 


nu 


(563) 


In which E.;; is called the “effective e.m.f.”’ In 
general the effective value of a varying quantity is 
defined as the square root of the mean square of the 


quantity. Let 
27t 


fit f+ Saad 2 


(564) =F, 


nr 
d2 
(565) (Pee A _ ihe 


.. The weight electrometer may be used to measure 
the effective value of a varying e.m.f. 


Relation of Effective and Maximum Values.—In a 
pure sine function the ratio of the effective to the 
maximum e.m.f. may be determined by the method 
shown in Fig. 74. 


Divide every half wave-length into n equal parts, 


; nn 
numbered consecutively, 1, 2, 3, ete., «++, y 9 + 1, 


5 + 2,etc. The number of the middle division is n/2. 


188 ELECTRICITY AND MAGNETISM. 


For any division, K, in the first quarter wave-length, 
there will be a corresponding division n/2 + K, in 
the second quarter wave-length. The difference of 


Gee 


phase (simple harmonic motion) is one quadrant or 
a/2 radians for each pair of divisions. In the first 
quarter wave-length the expression for e will be: 


(566) Cg = Emax Sin wt (556) 
The value of e for the corresponding division on the 
next quarter wave-length will be: 

(567) Cnjorn = Emax COS wl 

Square each and add the Z pairs of e?: 

(568) G1? Calarink Ca cteee rt Cae eels 


n 5 n 
(569) Een = Exgx $ V 2 
From (563) and (568). 
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PROBLEMS. 


135. At what frequency must a single coil, 18 cm. long and 
11 cm. wide, be rotated about an axis perpendicular to a uniform 
field of 12,000 dynes per unit pole, to give an everage e.m.f. of 
2.2 volts? What is the maximum e.m.f. induced? 


136. A coil of 300 sq. cm. area is rotated at 1,200 r.p.m. 
about an axis perpendicular to a uniform field of 9,000 e.m.u. of 
induction? Find the maximum e.m.f. induced and the value of 
the e.m.f. 1/120 sec. after the coil passes a position parallel to the 
direction of the field; 1/80 sec. after this position. 


137. A coil, 25 cm. X 12 em., is rotated with a constant speed 
of 1,260 r.p.m., about an axis perpendicular to a uniform field, 
An average emf. of 3.1 volts is generated in a single turn. 
What is the magnetic induction in this field? 


138. The resultant direction of the earth’s field is 60°, 7. e., 
the dip is 60°, and its intensity is 0.4 dyne per unit pole. A coil 
of 25 turns, 40 X 20 cm., is rotated uniformly 30 times per second 
upon a vertical axis. Find the average e.m.f. induced in the coil. 


139. A coil of wire consists of 50 turns of wire in the form of a 
circle, 40 cm.in diameter. It is rotated 20 times per second about 
a vertical axis. Find the maximum e.m/f., in volts, induced in 
the coil if the horizontal component of the earth’s field is 0.18 
dyne per unit pole. 

140. A coil, 18” long and 12” wide, is rotated uniformly at 
1,800 r.p m. in a field of 40,000 e.m.u. of induction. Find the 
maximum, average, and effective e.m.f. and the instantaneous 
value 0.01 sec. after it passes through the point of zero e.m.f. 


141. How fast must a single coil of 400 sq. cm. area be rotated, 
perpendicularly to a uniform field of 8,000 e.m.u. of induction, 
to produce an effective e.m.f. of 2.828 volts? 


142. A circular disk of copper, radius 40 cm., is rotated about 
an axis perpendicular to its plane. A uniform field, perpendicular 
to the disk, is of strength 20,000 e.m.u. of induction. Find the 
number of revolutions per second necessary to induce an e.m.f. 
of 4 volts between the center and the circumference of the disk , 


CHAPTER XV. 


COEFFICIENTS OF INDUCTION. 


Direction of Induced E.M.F.—Let AB and CD, 
Fig. 75, be two parallel conductors. If the current in 
AB increases, the change in the relation of the flux to 


7 
Ag C 
B ie 
Hie. 75. 


CD will be, as if the conductors were brought nearer 
together. (See Lenz’s law.) The direction of the 
force on CD is outward and the direction of the 
induced e.m.f. will be from C to D. If the current in 
AB decreases the direction of the force on CD, is 
inward and the direction of the induced e.m.f. is from 
D to.@: 

If AB and CD are parts of the same conductor they 
may be joined in two ways: (First) Fig. 76. The 
induced e.m.f. in CD, due to the increase of current in 


AB, is in the direction of the current in CD. (Second) 
190 
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Fig. 77. The induced e.m.f. in CD, due to the increase 

in current in AB, opposes the current in CD. The 

self-induction of the first type is small and it is called 

a non-inductive resistance. The self-induction of the 
BY <D 


| | 


A Cc 
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second type is large and it is called an inductive 
resistance. Since the induced e.m.f. is proportional 
to the rate of change of flux, its value is zero when the 
current is constant The maximum value of the cur- 
rent in a conductor, joined to a constant e.m.f., de- 
pends upon the resistance only but the time required 
to attain this maximum value depends upon the self- 
induction. Fig. 78 shows this relation of the current 
and time in inductive and in non-inductive resistances. 

The difference between an inductive and a non- 
inductive resistance can be experimentally demon- 
strated by means of the apparatus shown by diagram 
in Fig. 79. The apparatus consists of two circuits 
‘joined to the same source of difference of potential, e. 
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One of these circuits contains a non-inductive resist- 
ance, like that shown in Fig. 76, in series with one coil 
of a differential galvanometer; the other circuit con- 
tains an inductive resistance. like that shown in Fig. 


Non Inductive 


aqe 
aan 
Ow) 
ye 


Current 


Time 
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77, in series with the second coil of the differential 
galvanometer. The resistance of the two circuits is 
the same. The differential galvanometer consists of 
two similar coils so placed that the field at the needle, 
due to one coil, opposes that due to the other. 

If both circuits are closed at the same instant by 
pressing the key, K, the current builds up more 
rapidly in the non-inductive circuit and the needle 
is momentarily deflected in the direction of the field 
due to this coil. Since the resistance of the circuits is 
the same, the maximum values of the two currents must 
be the same. After a short time the needle will come 
to rest. If now the circuits are broken at the same 
instant, the current in the non-inductive circuit dies 
down more rapidly and the needle is deflected in the 
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direction of the field due to the inductive circuit. 
This experiment verifies the deductions of the preced- 


Inductive 
Non Inductive 


= 


ren 9s 


ing paragraph and demonstrates the difference in 
behavior of an inductive and of a non-inductive 
resistance. 

Self-inductance of Solenoid.—A study of the ordi- 
nary solenoid (see Fig. 44) will reveal that it is wound 
inductively. 

14 
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Let LZ = coefficient of self-induction of the solenoid. 
a4 = current in the coil. 
ge = flux cutting a single turn. 
N, = number of turns. 
g: = flux through all turns. 


b= = (463) If w is constant. 
1 
a = Me 
yg =6B- SY 
B = ph (50) 
H = = Soh (248) 
1 
N 2 
(570) = 2A 
1 


Where the value of uw is a function of the maximum ~ 
value of the induction, 6, and the character of the 
substance of which the core is made. ‘The value to be 
used in equation 570, is determined from experimental 
data. 


Coefficients of Mutual Inductance.—The coefficient 
of mutual inductance between a solenoid and a coaxial 
coil may be determined as follows: 


Let gh, Fig. 80, represent part of a solenoid. 
““ ed represent a second, coaxial coil, placed at the 
middle of the long solenoid. 
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Let M 


mutual inductance of the solenoid and the 
coil. 


a, = current in gh. 

g = flux per single turn of cd. It is assumed to 
be constant for all turns of cd and ab. 

¢g = flux through all turns of ed. 


¢ 
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Fig. 80. 
M=2 
U 


(470) If wis constant. 


Let No = number of turns in cd. 


go = Moe 
g = BS) (67) 
In which 8; is the area enclosed by a single turn of cd. 
= pt (50) 
CT ff (248) 
Substituting: 
(571) Meee ee ~ an 


_ The value of u is subject to the restrictions given for 
equation (570). 
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PROBLEMS. 


150. Calculate the inductance of a solenoid 90 cm. long, an 
average diameter of 5 cm., and 5,000 turns. 


151. A coil of 55 turns is 28 cm. long and 8 cm. in diameter. 
Calculate its inductance (in henries); when the core is of wood; 
when it is of iron having a permeability 1,200 times that of air. 


152. Compare the inductance of a coil 20 cm. long, 8 cm. in 
diameter and of 50 turns about a core of permeability 1,200 times 
that of air, with an inductance of 2,000 turns on a wooden core 
6 cm. diameter and 30 cm. long. 


CHAPTER XVI. 
ALTERNATING CURRENTS. 


Circuits Containing Resistance, Inductance and 
Capacity.—If an elementary quantity of electricity, 
dq, is conveyed about an electric circuit back to its 
initial position, the final potential is the same as the 
initial and the work done on the charge is equal to the 
work done by the charge. This is the law of the 
conservation of energy applied to an electric circuit. 


(575) du, a dws + dws + dw. + eee 
Dividing by dq: 
(576) a =etesteat-:--- From (809). 


In which e; = work done per unit charge, in converting 
some other form of energy into electrical energy. It 
is called the impressed e.mf. 
é2, €3, €4, etc., represent the work done per unit 
charge, in converting the electrical energy into some 
other form, such as heat, due to resistance, magnetic 
field due to the inductance, electrostatic field due to 
capacity, chemical energy due to electrolytic reaction, 
mechanical energy due to the force action on a con- 
ductor in a magnetic field, etc. These are called the 
“back e.m.f.’s.”” If in an electric circuit, containing 
197 
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only resistance, inductance, and capacity, ¢ be the 
back e.m.f. due to resistance, 


(577) Be iii (311) 
If e; is the back e.m.f. due to self-induction, 

di. 
(578) e; = Le (462) 
If e, = back e.m.f. due to the mutual inductance of a 
second circuit, 

di 
(579) a= us (469) 
If eg = the back e.m.f. due to the charging of a con- 
denser, 


q 

(580) es = C, (315) 

For a varying current, 

(581) q = fist From (300). 
1 oe 

(582) =o i indt 


Substituting these values for the back e.m.f.’s in (576), 
ete ed! Ui alieGee 
(583) @ = Rywy+ Lat M+ a f att + vee 


If the circuit contains only resistance and self-induct- 
ance, 


foes 
(584) Ate e= i+ Le 
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Let 
(585) 2= I sin wf 


In which J = maximum value of 2. 


= = wl cos wt 


(587) .. e=1(Rsin ot + Lw cos ot) 


(586) 


Multiply and divide by VR? + La. 


a ee i. R ; 
e= IVR? + La os sin wt + 
(588) 
Lw 
TET) 
Let 
R 

(589) cos 6 = V+ Do 
and let 

590) sin G= ee 

( VR? + Do 

591 = G=t aie 

(591) “. 0= tan™ p 


(592) e= IV R?+ L[’w-(cos 6-sin wt + sin 6 cos wt) 
(593) .. e=IVR?+ Lo?-sin (wt + 6) 


The largest value of the last factor is 1. 


sin (wt + 6) = 
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(594) E = 1VR?+ Do? 
Compare with (555). 
In which £ is the maximum value of ¢. 
(595) e = Esin (wt + 6) 
.. Ane.m.f. which is a sine function produces a current 


which is a sine function, having the same frequency 
and differing only in amplitude and phase. 


Fia. 81. 


As the current and e.m.f. pass through a cycle of 
values, the current reaches its corresponding phases 
later in time and is said to “lag” behind the e.m.f. 
.. 0 is called the “angle of lag” or phase difference. 

Impedance.—Multiply both members of equation 


(594) by V2 and combine with equation (569) 
(596) Een = LenV R2 + Do? 


In which J, is the effective value of the current. 
The ratio of the effective value of the e.m.f. to the 
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effective value of the current is called “impedance.” 


It is represented by the symbol Z. 


Een 
Len 


(597) Z= 


For a pure sine function involving only resistance 
and self-induction, 


(598) BP=vR+ Do 


If the circuit is composed of a non-inductive resistance, 


L209 
§-= 0 
sn Age 3 From (598). 
(599) . °€ = Ri From (585) and (587). 


.. Ohm’s law holds not only for unvarying currents 
but also for circuits in which the current is in phase 
with the e.m.f. 


CHAPTER XVII. 


DYNAMO ELECTRIC MACHINERY. 


In Chapter XIV there was developed the expression 
for an e.m.f. induced in a coil rotating in a magnetic 
field. Such a coil converts mechanical energy into 
electrical energy. Such a converter is called a 
“dynamo.” If the current is not rectified it is called 
an alternating current dynamo or generator (A. C. 
generator); if the current is rectified or commutated, 
the machine is called a direct current dynamo or 
generator (D. C. generator). 


Direct Current Generators. —The direct current 
generator consists of three essential parts, viz., the 
field, the commutator, and the armature or coil in 
which the e.m.f. is induced. If the field is that due 
to a permanent magnet it is called a “magneto.” 
The field may be due to an electromagnet. If the 
magnetizing current is obtained from the generator 
itself, it is said to be a 
the magnetizing current is obtained from some other 


“self-exciting” generator. If 


* source, the machine is said to be “separately excited.” 

If the magnetizing coil is in series with the armature 

and the external circuit or line, a self-exciting machine 

is said to be 

type of machine the current in the armature, field and 
202 
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‘series wound.” See Fig. 82. In this 
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line is the same. If, in a self-exciting machine, the 
magnetizing coil and the line are in parallel with each 
other and in series with the armature, the machine is 
said to be “shunt wound.” See Fig. 83. The current 
in the armature is equal to the sum of the currents in 
the field and the line. If the magnetizing coil is 
composed of two parts, one of which is a series winding, 
the other a shunt winding, it is said to be “compound 
wound.” See Fig. 84. 


Fia. 82. Fig. 83. Fig. 84. 


The curve showing variation of the voltage delivered 
to the line with the current in the line, or the load, 
is called “characteristic curve” of the machine. It 
differs for the three types of machines. See Fig. 85. 
For the same variation of load on the line, the com- 
pound wound machine gives most constant voltage. 
In the series machine, a certain value of the current in 
the line gives a maximum value of the voltage at 
the brushes. Currents greater or less than this give 
a lower value of the voltage. In the shunt wound 
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machine an increase of the current in the line produces 
a lower voltage at the brushes. In the compound 
wound machine the voltage is more nearly a constant. 


ene 


Fic. 85. 


A change in the number of turns in the series coil will 
produce a marked change in the curve of this machine. 


Armatures. — The value of the average e.m.f. in- 
duced in a coil rotating in a magnetic field is: 


Ew = 4nAbf (560) 
or 


(650) Ew = Anof 


In which ¢ = the maximum value of the flux enclosed 
by the coil, or the flux per pole. 
If H,y 1s to be expressed in volts: 


An of 
(651) ae = “108 


DYNAMO ELECTRIC MACHINERY. 205 


In order to develop an e.m.f. of ordinary commercial 
value, it is necessary that ¢ should be fairly large. 
.. The reluctance of the magnetic circuit should be 
fairly small. 


i 
ye (495) 
hb 
Mis = § 


This is accomplished by the use of an iron core in the 
coil, thus making the air-gap small. 

Armature Cores.—Armature cores are of three 
types, shuttle or H or dumb-bell type, ring armatures, 
and drum armatures. Cross-sections of these are 
shown in Fig. 86. In general the windings on the two 


H or shuttle Gramme or ring Siemens or drum 


aOk | 


last types may be uniformly distributed or arranged 
in groups placed in slots which are cut in the outer 
surface of the core and parallel to its axis. 


Open Coils.—If instead of half rings, Fig. 72, the 
commutator consists of quarter rings, the external 
circuit or “line” is in contact with the rotating coil 
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for alternate quarter turns. See Fig. 87. The e.m.f. 
in the line is represented by the crests of the rectified 


Fic. 87. 


sine function, shown as “a,” Fig. 88. If a second coil 
like this is mounted at right angles to the first and 
connected to quarter rings at right angles to the first 
two, the rectified e.m.f. in the line, due to this coil, 
will be represented by the crests shown as “6b,” 


Fia. 88. 


Fig. 88. By multiplying the number of coils and the 
number of commutator segments, the e.m.f. in the 
line may be made to approach a constant. Such a 
winding is called an “open coil winding.” 
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Closed Coils.—The drum armature and the ring 
armature are usually wound as closed coils. See Fig. 
89. If the number of commutator segments is large, 
the induced e.m.f. approaches a constant. Its value 
is the sum of the instantaneous values of the e.m.f. 
induced in the separate coils, or the number of coils 
times the average of the separate e.m.f. The average 
of the separate electromotive forces at any instant, 
is the average value of the electromotive force of a 


Fia. 89. 


single coil for a half cycle. Therefore the total induced 
e.m.f. is equal to the total number of turns times the 
average value of the e.m.f. of a single turn. 


Ey = 4nA6f (560) 


Characteristic Curves.—The action of the various 
parts of the generator may be most conveniently 
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studied by means of curves showing the relation of the 
current and e.m.f. for these parts. Such curves, 
known as characteristic curves, may be obtained for 
particular machines by experimental or theoretical 
methods. 

The self-induction of these generators is small. 


L=+0 


In which EL = induced e.m.f. 


E, = difference of potential across the 
brushes. 
E, = Raila In the armature. 
E = 4nA@6f (560) 
(653) “. 4nAGf = Ria t+ Ey 


The induction, however, is directly proportional to 
the current in the coils about the field and also 
proportional to the permeability. 


B= Kuyly 
if the frequency is constant. 
(654) ~. -Hy = Kysls — Rela 
In which J; = current in the field coil. 
I, = current in the armature. 


kK = some constant depending upon the 
number of turns in the field coil, the 
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cross-section of the iron in the field, 
eles 

ay = permeability of iron in the field. 

R, = resistance of the armature. 


Series Machine.—In the series wound generator the 
current in the armature, in the field and in the line is 
the same. 


(655) L=lL=T1, 


If the frequency of this machine is kept constant and 
the load is varied, there will be a change of difference 
of potential across the brushes. Three curves are 
shown in Fig. 90; the upper one, which shows the 


ae 
HESBERE Ee 


AN 


HEN 


relation between the total e.m.f. induced in the arma- 
- ture and the current in the field; the lower one, show- 
15 
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ing the relation between the fall of potential due to 
resistance of the armature and the current in the 
armature; the third, showing the relation between 
the current in the line and difference of potential at 
the brushes. The last curve may be obtained as the 
resultant of the first and second. Select any value 
of the current in the line. Draw the ordinate for 
this-value. The total / generated, minus the E lost 
in the armature will equal the at the brushes. 


Shunt Machine.—If the speed of a shunt machine 
(Fig. 83) be kept constant and the load varied, there 
will be a change in the difference of potential at the 
brushes. In this case the current in the field does 
not increase so rapidly as the current in the line and 
the current in the armature coil increases more 
rapidly than the current in the line, as the resistance 
of the line is decreased. 


(656) Te tye; 


Curve A, Fig. 91, shows the relation of total e.m.f. 
developed, as ordinates, and current in the field coil, 
as abscissee: The relation of the current in the line and 
in the field is given by the expression: 
Ri 

(657) I,= Ry qT, 

Curve B, Fig. 91, shows the relation of total e.m-.f. 
developed, as ordinates, and the current in the line, as 
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abscisse. Curve C, Fig. 91, shows the relation of the 
fall of potential in the armature, as ordinates, and the 


current in the armature as abscisse. Substituting 
(657) in (656) there will be obtained: 


(658) Tee dt 


This relation makes it possible to plot the curve, D, 
Fig. 91, in which the fall of potential in the armature 
is taken as ordinate and the current in the line as 
abscissa. Curve LH, the external characteristic, is the 
sum of B and D. It shows the relation of the fall of 
potential across the brushes as ordinates, and the 
current in the line as abscisse. 
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Compound Wound Machine.—If a compound 
wound generator is rotated at a constant speed and 
the load altered, the change in e.m.f. at the brushes is 
not so marked as in case of the series or shunt wound 
machines. See Figs. 82, 83 and 84. The external 
characteristic is determined by the external char- 
acteristic of a shunt coil and of a series coil. See Fig, 
92. Since the component due to the shunt coil 


Fig. 92. 


continues to decrease and the component due to the 
series coil continues to increase until it has reached a 
maximum, the resultant curve is nearly constant 
within the definite range of load for which the machine 
was designed. 


Motors.—D. C. generators may be used as D. C. 
motors. The e.m.f. impressed at the brushes is 
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opposed by the e.m.f. induced in the armature, due 
to its rotation, and the e.m.f. due to current and 
resistance in the armature or the RJ drop. Let 
e = the e.m.f. impressed. 


Ca RY 
_ de 
Re 


é. = induced e.m.f. due to rotation. It is called the 
“back e.m.f.” 


Wf = Anda 
(659) e= Riala + 4nApf 
Multiply by Ia 
(660) ela = Rala + 4nA6fla 


The electrical energy applied to the armature is con- 
verted into the work done by the motor and into heat, 
by. the resistance of the armature. The power de- 
veloped by the motor is equal to the power applied to 
the armature minus the power lost due to heat. 

(661) f ore cee oad ag 

In which P, = power applied to the armature. 


Pz = power lost in heat. 
Pm = power developed in motion. 


(662) P, = eli 
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(663) Eee 

(664) Rian Agile 

Cp eee 
(665) Coal hve Nee R, 


For any given value of the power developed, the value 
of 6-fisa constant. If then @ is reduced, the speed of 
the machine will increase until the product of 6-f has 
reached its former value. The speed does not however 
increase indefinitely if the field circuit is broken and 
the value of the induction reduced. The induction 
does not reach zero, due to the residual magnetism. 
There is then a definite maximum value of the speed 
which the machine will reach. 

Transformer.—The instantaneous value of the 
e.m.f. produced in a coil rotating in a magnetic field, 
has been shown to be: 


e = wAB cos ut (S53) 
If the terminals of the rotating coil are connected to 


rings instead of commutator segments, the e.m.f. in 
the external circuit will be the same as in the coil. A 


Fia. 93. 
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dynamo of this type is called a simple A. C. generator. 
Since the e.m.f. and the current in the line are alter- 
nating, current from this line cannot be used to excite 
the field coils of the machine itself. Separate D. C. 
generators are provided for this purpose or special 
coils are mounted on the same shaft and connected to 
a commutator. 

The magnitude of the e.m.f. in an A. C. circuit can 
be changed by means of a device called a transformer. 
If the magnitude of the impressed e.m.f. is increased 
by the transformer, it is called a “step up” trans- 
former; if decreased it is called a “step down”’ trans- 
former. A typica! transformer consists of two coils. 
a primary and a secondary, wound on the same iron 
core. See Fig. 94. If the entire magnetic circuit 
consists of iron it is called a closed core transformer. 
If the iron is in part of the circuit only, it is called an 
“open core”’ transformer. In good commercial forms 
of the “closed core”’ type, the flux per turn is approxi- 
mately the same for every turn of the primary and 
of the secondary. The primary and secondary are 
typical magnetically related circuits. 

If the e.m.f. from a simple A. C. generator is im- 
pressed upon one of the coils of the transformer and 
the other is on open circuit: 


a di 
aha a (584) 
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se ON, 
ee (ot) 
vi = Me, 
d 
(666) a= ha Ns 


AEE. 


In which g = flux per turn. 


N, = number of turns in the primary. 
gi = flux through all turns of the primary. 


Since in the transformer the coefficient of self-induc- 
tion is large compared with the resistance, 


d 
or 
1 
em x, oa 
But 
é, = Ff, cos wt (595) 
Ey 
g= xf cos wt - dt 
eet ' 
=a ‘sin w 


As the flux, ¢ due to the impressed e.m.f. in the 
primary varies, an e.ra.f. is induced in the secondary: 
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G2 = 1V2e 
d 
(ee Ma 
ate 
g= Nos sin @ 
ie eek 
di = Ny COS @ 
— N. 
a= yy, Eos wt 
= — Ns 
(667) Qi Ni Ay 


The electromotive forces are directly proportional to 
the number of turns, provided the flux per turn is the 


same for all turns. 
For an efficient transformer, 72. e., one in which the 


loss of power due to heat is small: 


Py = Py 
ey == €n19 
: No . 
gy = — NO? 
: N» . 
(668) ett Ny,” 


1. €., the electromotive forces are proportional to the 
number of turns and the currents are inversely as the 


number of turns. 
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Induction Coil.—An induction coil is one type of 
open coil transformer. Its characteristic feature is: 
some device for automatically “making” and “break- 
ing’’ a direct current in the primary. A simple form. 
of such a device is shown by diagram in Fig. 95. In- 


duction coils are used as step up transformers. A 
very high difference of potential can be produced by 
means of a very large number of turns in the secondary. 


APPENDIX. 


NATURAL FUNCTIONS OF SMALL ANGLES. 


6 Degrees. 6 Radians. sin 6. tan 6. cos 6. 
1 .0174533 -01745 .01745 99985 
2 -0349066 -03490 .03492 -99939 
3 .0523599 .05234 .05241 99863 
4 .0698132 .06976 .06993 99756 
5 .0872665 .08716 .O8749 99619 
6 .1047198 .10453 .10510 .99452 
if .1221730 12187 12278 99255 
8 .1396263 13917 14054 .99027 
9 .1570796 .15643 .15838 .98769 

10 -1745329 .17365 17633 98481 


SoLtip ANGLES. 


If one point in a straight line remains fixed as the 
line is moved through any complete cycle back to its 
initial position, it generates a solid angle. The fixed 
point is called the apex of the angle. If a sphere is 
circumscribed with the apex as the center, the inter- 
section of the surface of the solid angle and the sphere 
forms a closed curve. This curve divides the surface 
of the sphere into two parts. The smaller area is the 
measure of the acute solid angle. The area cut out 
on the sphere by the solid angle is proportional to the 
square of the radius. The unit of solid angle is a 
solid angle of such magnitude that the area cut out 


on a sphere, which has its center at the apex, is equal 
; 219 
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to the square of the radius. Since the area of a sphere 
is equal to 4rr?, the sum of all the solid angles about a 
point is equal to 4x units of solid angle. 


METHOD OF THE TELESCOPE AND SCALE. 


Small angular deflections, like those in the mag- 
netometer, tangent galvanometer or D’Arsonval gal- 
vanometer, are conveniently measured by means of a 
telescope and scale. A graduated scale is mounted on 
the same stand or fixture as the telescope which is 
provided with cross-hairs in the focus of the eye-piece. 
Rigidly attached to the body which makes the small 
angular deflection, there is mounted a small mirror. 
The telescope is pointed at the mirror and so adjusted 
that the reflected image of the scale is seen superposed 
upon the cross-hairs. When the mirror is turned 
through a small angle the image of the scale moves. 
The normal to the mirror moves through the same 
angle as the mirror but the apparent angular deflec- 
tion is twice as great since the angle of incidence is 
equal to the angle of reflection. The angular deflec- 
tion is determined from the distance between telescope 
and mirror, and the deflection of the scale as observed 
in the telescope. 


tan 26 = 


QulR 
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INTERNATIONAL UNITs. 


The International Conference on Electrical Units 
and Standards has adopted the following resolutions: 

I. The Conference agrees that as heretofore the 
magnitudes of the fundamental electric units shall be 
determined on the electro-magnetic system of meas- 
urement with reference to the centimeter as the unit 
of length, the gram as the unit of mass, and the second 
as the unit of time. .. . 

Il. As a system of units representing the above and 
sufficiently near to them to be adopted for the purpose 
of electrical measurements and as a basis for legisla- 
tion, the Conference recommends the adoption of the 
International Ohm, the International Ampere, and the 
International Volt... . 

VY. The International Ohm is the resistance offered 
to an unvarying electric current by a column of 
mercury at the temperature of melting ice, 14.4521 
gramimes in mass, of a constant cross-sectional area 
and of a length of 106.300 centimeters. . . . 

VII. The International Ampere is the unvarying 
electric current which, when passed through a solution 
of nitrate of silver in water (in accordance with 
specifications attached to the resolutions*) deposits 
silver at the rate of 0.00111800 of a gramme per 
second. 


*See Report of the International Conference on Electrical 
~ Units and Standards, 1908. Wyman & Son, Ltd., Fetter Lane, 
E. C. London. 
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VIII. The International Volt is the electrical pres- 
sure which, when steadily applied to a conductor whose 
resistance is one International Ohm, will produce a 
current of one International Ampere. 

IX. The International Watt is the energy expended 
per second by an unvarying electric current of one 
International Ampere under an electric pressure of one 
International Volt. 


Units. 
Equivalent 
Nameof Number of 
Practical C.g.8. 
Quantity. Symbol. Dimension of Unit. Unit. Units 
(Electrostatic) 
Specific inductive capac- 
dL Vem rita Ate aatey oe ee xk [x] 
Quantity of charge..... q [«ct#M127f327—-1] 
Intensity of field....... Se |e eienY MERY SEM pa) 
Induction (electrostatic) WV [xt ?2112@L427-] 
Normal induction......N [k!?M12L327-] 
Difference of potential..e [212121127] 
Capacity ee Ome KL] 
(Magnetic) 
Permeability . . PRE OVE 
Quantity of Taner m [peMeersep 
Intensity of field....... AH [yteVieLaArpl) 
Induction (magnetic)...6 [w?M12L4PT | 
TINK Ao a eden nee ne: g [weMIPLse7 | weber 108 
(Electromagnetic) 
Current..............0 [w2?M1P2D127-1] ampere 1071 
QUINN. bo 6b a oono oC q [wt M1271 /2) coulomb 107 
Resistance aery seer R ([plT] ohm 109 
Difference of potential..e  [ut?M12L327-2] volt 108 
Canaciiy.. ee ree C [wtLty| farad 10-9 
micro-farad 107% 

inductance se eee L [uL} henry 109 


milli-henry 10° 
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(50) 
(51) 


(56) 
(58) 
(60) 
(67) 
(71) 
(72) 


(100) 
(101) 
(108) 
(111) 
(117) 


(118) 
(126) 


(127) 


(129) 
(130) 
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© = LBS cosa 
@ = 4rm 
d= 6-8 
B, cos a = 6, cosa + 4rd 
B, = Bi + 4rd 


(131) 


(134) 
(136) 
(137) 
(143) 


(146) 
(148) 
(155) 
(157) 
(160) 
(164) 
(200) 


(201) 
(202) 


(204) 
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N = 0-S-cos a 
N = >0-S-cos a 


ELECTRICITY AND MAGNETISM. | 


(250) 


(300) 
(301) 


(304) 


(3805) 
(308) 


(309) 


(311) 
(320) 
(321) 
(324) 


(328) 
(332) 
(334) 


(342) 


(346) 
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(556) 


(561) 


(565) 
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(570) 
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mA = boH + And 
B= H+ 4rd 
€ = n-w:A-B-cos wt 


6 = Enax COS wt 
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Ean = Emax v2 
4a NPS 
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o= [VR + Dd ( - sin wf 
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Alternating currents, 197 

Ammeter, 156 

Ampere, 106 

Ampere’s formula, 104-107 
verified, 115 

Anchor-ring, 173 

Angles, function of small, 219 
solid, 219 

Anode, 119 

Armature, 204 
cores, 205 

Axis of a magnet, 7 


Capacity, comparison of, 88 
definition of, 80 
of n plates, 81 
in parallel, 84 
in series, 85 
specific inductive, 40, 57, 8& 
sphere, 81 
two concentric spheres, 81 
two parallel plates, 83 

Cathode, 119 

Cells, primary, 128 
standard, 128 

Charge, 38 

- detected, 38, 48 

equal and multiple, 39 
external, 47 
induced, 47 
positive and negative, 39, 44 
unit of, 41 

Circuit, electric, 100 
magnetic, 171 

Coil, circular, field in axis, 110 
circular, field in center, 107 
closed armature, 207 
open armature, 205 
rotating in a uniform field, 

182 
_Commutator, 184 
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Condenser, 80 
capacity of, 80 
Leyden jar, 89 
parallel plate, 87 
two concentric spheres, 81 
two parallel plates, 83 
Conductors and non-conductors, 
45 
Coulomb, defined, 118 
Coulomb’s law, for charges, 40 
for poles, 3, 8 
verification, 14, 77 
Coulometer, 120 
Couple, magnetic, 8 
Currents, defined, 103 
Curves, characteristic, 207-212 
magnetization, 179 


D’Arsonval galvanometer, 154 
Difference of potential, defined, 
49, 125 
unit of, 126 
Du Fay’s law, 39 
Dynamo electric machinery, 202 


Electrification, 

positive and negative, 44 
Electromotive force 

average, 185 

effective, 187 

induced, 161 

maximum, 183 

varying, 186 
Electrolysis, 119 

laws of, 120 
Electrolyte, 119 
Electrometer, weight, 75-77 
Electrophorous, 94 
Electroscope, 38 

gold-leaf, 47-49 
Equipotential surface, 49 
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Equivalent, electrochemical, 120 


Farad, defined, 121 
Faraday’s laws of electrolysis, 
120 
Field (electrostatic) 
conductors, at surface, 65, 
66 
in conducting material, 66, 
68 
infinite plane, 68-71 
two parallel planes, 71 
sphere, 72 
wire of infi,nite length, 63 
(magnetic), 4-7 
uniform, 7, 44 
Flux, electrostatic and magnetic, 
177 
magnetic, 27 
Force exerted on a conductor in 
a field, 149 


Galvanometers, D’Arsonval, 154 
tangent, 109 

Gauss’ positions, 11-13 
theorem, 27—31, 59-63 

Generator, direct current, 202 


Hysteresis, 180 


{nduction, charging by, 46—49, 

74 

coefficients of, 166, 190 

coil, 218 

continuity of, 25 

electromagnetic, 161 

electrostatic, 57 

of an e. m. f., 161, 166 

of an e. m. f., in a closed 
circuit, 164 

normal, over an element, 
26, 58 

total normal, 58 

magnetic, 24, 178 

mutual, 168 

machine, 94-99 

self, 167 

variation of, 31-34 
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Inductance, unit of, 169 


mutual, of two solenoids, 
194 
Intensity, of magnetic field, 4-7 
. of magnetization, 32 


of electrostatic field, 41-44 
Impedence, 200 


Joule’s law, 123 
Kilowatt, 144 


Lag of current, 200 
Lenz’s law, 161 
Leyden jar, 89 
Line loss, 145 


Machine, static induction, 94-99 
Magnetism, defined, 1 
quantity of, 1, 2 
Magnetic field, 4-7 
effects, 1 
effect of current, 161 
moment, 7 
Magnetization curves, 179 
Magneto, 202 
Magneto-motive force, 175 
Moment of force on a needle, 
8-10 
Motor, 212 


Normal induction, 26, 58 


Ohm, defined, 123 
Ohm’s law, 126 


Parallel currents, 151 

Pendulum, magnetic, 16-18 

Permeability, 2, 24 

Pointed conductors, 98 

Poles, equal and multiple, 2 
equality of, of a magnet, 7 
unit, 3, 4 

Potential, 53 
difference of, 49-54, 125 
source of difference of, 100 
theorem, 50 

Potentiometer, 141 
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Power, 144 


Quantity of charge, 38 
of electricity, 118 


Rectangular coil in a uniform 
field, 152 
Rectification, 184 
Resistance, boxes, 125 
inductive and non-induc- 
tive, 191 
in parallel, 134 
in series, 133 
specific, 136 
standard, 125 
temperature coefficient of a, 
137 
Resultant field, 5-7, 42-44 
Rowland’s law, 174 


Solenoid, 112, 194 

Spark and difference of potential, 
98 

Specific inductive capacity, 40, 
57 


Telescope and scale, 220 
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Temperature coefficient of a 
resistance, 137 
Transformers, 214 


Units; capacity, 80, 129 
current, 106 
difference of potential, 126 
dimensions of, 222 
intensity of field, 4 
international, 221 
pole-strength, 3, 4 
quantity of charge, 41 
quantity of electricity, 118 
ratio of units, 127 
resistance, 123 
static field, 44 


Volt defined, 126 
Voltmeter, 156, 158 


Weber’s law, 172 
Weston instrument, 155 
Wheatstone’s bridge, 139 
Wire, field due to a straight, 113 
force on, in a magnetic field, 
~ 150 
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